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At Cedar Point Occupied 


With Discussion of 


Check Workers 


NEWARK, OHIO, FRIDAY EVENING, JUNE 10, 1»14. 
TEN CENTS A WEEK 


FAVOR A DRASTIC LAW 


To Punish Persons Who 


.Write Checks For Amount 
Greater Than They Have 
llrf ~the Bank — Praise 
State Banking Depart- 
ment. 
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Sandusky, .O., June 19.-r—"It is my 


humble judgment that if a hearty 
co-operation; and encouragement be 
"extended by all who come under its 
provisions, the new federal reserve 
banking law will be an assured suc- 
cess," said President R. D. Sneath, of 
Tiffin, -in opening the annual 'Con- 
vention of the Bankers' Association 
at Cedar' Point today. 
"There will 


no more arise upon 
our 
financial 


horizon .such storms as we have had 
in. the money panics of the pas!," he 
said. 
' 


F. H..Golf, Of. Cleveland, delivered 


an address on "Trust Companies," 
and Judge M. C. Elliott, secretary of 
the reserve bank organization com- 
mittee, will deliver an address this 
afternoon on "Federal Reserve Act." 


Two hundred are attending. 


Increase offeree at 


Aimer/can Bottle Company 


Is a Great Boon to Newark 


Thf 


I 


'plan 
announced Wednesday 


at the, offices of the American Bottle 
'Company, by which the hours of 
labor put in by the employes will 
be shortened, while the pay remains 
the same, was 
naturally 
received 


with great rejoicing, by the men who 
will be affected when they read the 
bulletin posted at the factory, an- 
nouncing the change to take place 
Monday July. 6th. 


To each of these" men, numbering 


about a thousand, it means a big 
increase in opportunity, as well as 
material welfare. 
To tjipse 
-who 


have received a certain wage for 
twelve hours work and will how 
get the same for eight hourg, it is 
a virtual increase .of pay. of 50* per 
cent. 
But this is probably not_the great- 


est boon that will 
follow 
in the 


wake ot this progressive movement, 
that is along the lines of that which 
has been tried at other places by 
some other big industrial corpora- 
tions, but probably not so prominent 
before in Newark. 
The object is 


two fold, to add to the efficiency of 
the product by gettiiig the best class 
of labor, and by. cultivating a' spirit 
of co-operative, interest ainong the 
wage earners at; the plant, inculcat- 
ing-the idea among them that the 
company consideres them more than 
mere automatons or .manikins but 
human beings, with capabilities of 
experiencing -the best impulses, not 


the least of which is grateful appre- 
ciation of such treatment which will 
result in every man giving his best 
thought and effort to the advance- 
ment pf the best interests of this 
employer. 


Another effect the 
change 
will 


have, "will be upon the» city of New- 
ark as a whole. The cutting down 
of the hours of labor, does not mean 
curtailment of' the producing power 
of the .plant, which will be increased 
as the demand warrants. To accom- 
plish this from 250 to 300 more men 
will be required and these will be 
employed as far as possible from the 
labor- market 
in Newark. 
Those 


who wish to get positions, and are 
sober and industrious with families 
to support will be given an-oppor- 
tunity, as far as possible, to ...go to 
work. 


This of course nieans an increase 


in 
the payroll 
of approximately 


$200,000 which will be paid to New- 
ark labor, to be spent with Newark 
merchants and business men. 


Altogether it is one of the best 


things that has happened to all con- 
cerned and the city at large, that 
has ever-happened in Newark's his- 
itory. 
Not. alone the men directly 


affected; but every citizen of New- 
ark should and probably does feel a 
deep pride and appreciayon of hav- 
ing such an institution in our midst 
:as; the Newark branch pf the Amer- 
ican'Bottle Company. 


200 


KILLED IN 


• • • - ' • 
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Cedar Point, O., June 19. — Dis- 


cussiph of how to protect banks and 
merchants against bad check work- 
ers^ occupied part of- the opening ses- 
'sion of the Ohio Bankers Associa- 
tion's. twenty-fourth annual conven- 
tion here today. 
"If '.merchants insist on cashing 
cheek's 
for /entire 
strangers 
they 


^ must,; expect to . be victimized^ 
oc- 


' casionallyj" said ;S.; 
:Rankin of Col- 


. Mimbusi'- and -South' Charleston, ; secre- 
"tarj^'o'r'thet-asgbciation in his report. 
."Some [banks think we should furn- 


• ieli-'/protection tO' our customers, but 
. ;that " vjpuid " be 
impossible. 
You 
Blight install a system of education 
lor the- benefit of your customers, 
tout T:; fear it would 
do little good. 


Bankers' .know how to protect them- 
selves."1 ;•'': ' , .' 
• ' 
' 
•; 


./j A'.:'fe\v bankers expressed .them- 
selves : as in, favor of a drastic, law 


" '-to ~ punish any person who writes a 
'cneeklfbr an, amount greater than he 
•iiajs ' lii •"tliei bank, sucli as was pro-, 
•ppse;d',at the .special legislative ses- 
sion ' iast winter. .Most -.agreed 
it 


should, be framed 
to exclude 
the 


regular 'bank customer who acci- 


• dentally overchecks his account. 


'-, The. bankers expect to be. in ses- 
sion for. business and addresses un- 
tiUt'cnight. !- They will start tomorrow, 
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Calgary, Alta., Jwiie IO. 


linnclf fed men are believed to have 
been.' trapped and killed as the re- 
sult of an explosion in Hillcrest col- 
lieries mine, at Hillcrest, near Frank, 
on the Crow's Nest line this jnorn-. 
ing. ':Abput' 600 went into the mine 
-this .'morning before the explosion 
occur reds i' 
-than 400^ men- 'es- 


caped, but 20Q : w.ere left, and it is 
saiil "tlia't* there is no hope for thein. 


All available doctors aiul nurses in 


the r locality have been rushed to the 
scene by special train. : 


Canadian Pacific-railway company 


officials directed the equipment of a 
special relief train here. The special 


PTOMBEDIN 


A 
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Liege, Belgium, June 
19.—Two 


hundred coal miners were entombed 
in the Vieille Marihaye colliery -near 
here when lire 
broke 
out 
toda.y. 


Two hundred of their comrades es- 
caped when the alarm was 
given. 


The fire still raging this afternoon 
and; every effort was being made to 
rescue the miners left in the-pits. 


carrying surgeons, 
nurses and a 


a* Steamer- trip to Duluth, Minn., 


and do not expect to return until 
next Friday or Saturday 
"Banking affairs throughout the 


state are assuming a better, stronger 
and more conservative tone," said 
Secretary Rankm in his 
address 


"There have been seveial failures 
during tne year, but nearly all were 
small banks 
Wath one ot two ex- 


ceptions ,the liquidation has been 
handled so as not to cause loss to 
depositors " 
Mr Rankin praised what he called 


"t£e good work" of the state banking 
department 
"Emery W Lattanner, 


superintendent of banks, is constant- 
ly endeavoring to strengthen the in- 
corporated and private banks," he 


i f\ 
Mr. Rankin urged the estabhsh- 


ractat of a mutual fidelity and bur- 
glary Insurance company by Ohio 


President R. D. Sneath, of Tiffin 


made an address 
Other addresses 


on the program were by 
G- H 


Goff, Cleveland, Trust Companies , 
Asael E Adams, Youngstown, 'As 
to the Efficiency 
of Our 
Present 


System"; Judge M C Elliott, Wash- 
ington, secretary of the reserve bank 
organization committee, "The Fed- 
eral Reserve Act"; O Howard Wolfe, 
New York, secretary of the clearing 
house section of the American Bank- 
ers Association, "Country checks un- 
der the federal reserve act. 


Members of the American Bank- 
ers -Association expected 'to attend 
the^ convention, hold a dinner this 
evening and nominate a vice-presi- 
tlent tor Ohio, mennber of the ex- 
ecutive 'council and member 6t the 
raoniinating committee. 


REPORT DELAYED 


ABSENOEOF 
OUSE MEMBERS. 
j*-^ 
--- 
• 
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Washington, June l>—C<>ntinu.?<1 


absence" otltnefr«l>eTS of the house ju- 
dicial-y committee- from the city has 
further delayed presentation of the 
report of the sub^oirfm»«ee .^h'^ 
investigated impeachment cnarges 
against Federal Judge Biftei7x»Peer- 
tof Macon, Georgia. The report is 
not now expected to come before i.1*6 
entire committee before next week 
Ik is understood that a majority of 
the investigators 'hold to the 
view 


that auttlclent evidence was not pre- 
cented to frarratil ai» Impeachment 


number of company officials with a 
large amount of'hospital supplies, 
was expected to reach Hillcrest mine 
this afternoon. Private messages re- 
ceived, here from the wrecked mine 
state that dense, clouds of black 
smoke "continued to~ is£ue from the 
pit mouth.' A' government mine res- 
cue car with trained rescue men de- 
parted iiom Blaixmoie for Hillciest. 


50 BODIES RECOVERED. 
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Vancouver, B. C., June 19.—Fifty, 


bo'dies'have been ; recovered 
from 


the Hillcrest mine. 


RECEIVER APPOINTED. 
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Chicago, June 19 —The 
Lasalle 


street Trust and Savings Bank, which 
was closed by a state bank examiner 
last week, was placed in the hands 
of a receiver today 
W C Niblack, 


vice-president of the Chicago Title 
and Trust Compnay, was named for 
the position by Judge Windes, who 
placed his bond at $2,500,000 


PRESIDENT 
TO INFORM 
THE PUBLIC 


"' 
* 
, 
;* " * j 


Of Administration's Posi- 
tion Regarding Mexico 


If Mediation Fails. 


STANDS BY DELEGATES 


Will Accept No Settlement 


Of Problem Which Is Not 
Based on Principles Out- 
lined in Statement Issued 
By His Representatives. 


WOODMEN 


SAlAMESCOT 
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Toledo, June 19;—-With regular 


administration forces in control Ses- 
sions of the 
head "camp Modern 


Woodmen of America, were resumed 
this morning. Election of; officers is- 
the most important business ,sched- 
uled for today. 
' : ' • - . • • ' . - . 


Following a caucus of the Wiscon- 


sin delegation a campaign; w'as be- 
gun for abolishment of soine of the 
offices and deep cuts; in salaries of 
head camp officers. 
Literature v was 


distributed .this morning advocating 
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Washington, June 19.—-Mediation 


stands today on tne Drink of lailure 
Only <x>neessions by President Wil- 
son or Huerta can save it. 


,W,hile .the 
Niagara 
conference 


halted, minister Naon .of Argentina, 
one of the;;three South American 
mediators, .returned to Washington 
for a confei-ence with Secretary Bry- 
an and,probably to see] President 
Wilson. 
He. planned to start back 


to Niagara ; Falls ,tonight 
carrying 


word whether the conference shall 
Ijroceed or (lisbaiid. 
•• 


•Announeenient at the White House 


that the' President stands squarely 
on the principles enunciated in the 
'statement of the American delegates 
seemed to inake it certain tliat the 
'United Statfes will not be satisfied 
with anythi&g less than the choice 
of a man apbroved by the constitu- 
tionalists to\head the new provision- 
al government. The firm attitude of 
the Huerta 'delegates for a so-called 
•"neutral1' seemed to hold out 
no 


hope of a break in the deadlock. 


'The situation, admittedly- another 


crisis, was discussed in the cabinet 
'meeting and' some sort of 
an 
offi- 


cial statement from the 
^president 


himself informing the public 
fully, 


•in case ...-the\ mediation fails, 
was 


promised. 
\- 
• • • - 
Officials closest to the 
President 


declared that, all I talk', of 
further 


.armed, intervention'; or o£ _recogni- 
tiori>'o:f "CarValza^br-^illa?"- at.; • this 
stage was unfounded. 
r . - 
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Washington, -June 19:—Presjdent 


Wilson stands squarely on the state- 
auent .-given but .at.. Niagara Falls by 
the: American delegates and 'Will ac- 
cept no settlement of the Mexican 
problem which is not based on. the 
•principles outlined therein. -,,-.. 


This was-made -.clear today by of- 


ficials after the - president : had,, an 
early, .couference 
with. Secretary^ 


B'ryan. 
. - . . ' . : . - • ' 
"•'•"''.' '.. 
:..-; . ' . 


If mediation fails the 
president 


plans to issue a statement: fully in- 
forming the public of the. position 
of the • administration and outlining 


Rafael Zubaran, Carranza's Confidential 


Representative at; Washington DELEGATES 


AT NIAGARA 
DEADLOCK 


Wfll Probably Result In 


Complete Breakdown 
. Of Mediation 


WILL HOLD CONFERENCE 


Late Today With Envoys 


But There is Little Likeli- 
hood of Reaching An 
Agreement — May Issue 
Another Statement. 


HARRIS & EWINC. WASH. 


Zubaran —broad accept on the a's portfolio is a natural fomenter. He 


• please—is a classic among the con- 
stitutionalists. He is one of the in-- 
timates of 
the 
constitutionalists' 


.president and a member of the so- 
called cabinet of that host now bear- 
ing the -banner, of '"On .to Mexico 
City." He holds the post of secretary 
of 
the interior, "fomente," so. to 


speak, and any .holder of a Mexican 


is university-bred, a lawyer of con- 
siderable renown in the turmoil-rid- 
den republic to the South. He came.to 
assflme direct charge of the situation 
in Washington, as Carranza's special 
emissary,; during the pendency of the 
mediation/ or. meditation negotiation 
at Washington arid.Niagara Falls. He 
is a typical Mexican, v-••- 
• 
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Niagara Falls, Ont., June 19.—< 


?he American and Huerta delegates 
iold firmly today to the opposite 
views expressed by them in public 
statements explaining the type 
of 


man desired by each side for provi- 
ional president 
of Mexico. Botli 


sides having gone on record before 
he world, the prospect that neither, 
will give way and that the deadlock; 
will result in a complete breakdown 
of mediation. 


Only 35 Applicants Failed 


Out of Class of 285 Taking 


The State Bar Examination 
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Columbus, 
June 
il-9 '.^—Samuel 


Chester Crobauglv of Cleveland, a 
student 


iiis future course. 


The president-has no plans . 


going Before congress with any. phase 
of tile' Mexican "(juestion aiid all talk 


versity,] that city, was; the "honor 
niember of tfre ,big'"class'"of "285 ap- 
plicants that took the .recent -state 
bar examination. 
He obtained the 


high grade of 94.3. 


The names of the successful ap- 


plicants were announced by the board 
Of examiners today. 
Although the 


examination was unusually severe, 
only '35 
applicants 
failed. . The 


honor man of the class of Last De- 
cember was Robert Ta.ft, ,son"-of' ex- 
president Taft, 'whose /grade, was - a 
little;more than 92. 


-•• The second highest grade of the 
June class was won by Grover Cleve- 
land .Grismore, 
of Pandora, ;.Van- 


we'rt 'county;- a student of the Uni- 


oolieeman:" 
Captain 'Thomas • 
G. 


Madden, of 
the Cleveland 
police 


force took the examination and pass- 


'£•'-tTni"- "**""He-rwitl" Tesieff-from—thenforce 
to -practice, jaw; 
. " 


•Brooklyn Bridge,; a Columbus, ap- 


plicant ; did not fall down, getting 
through with a 'good grade. : 


In order that he might leave for 


Washington - today to become secre- 
tary to Congressman T. T. Ansberry 
of the Fifth, Ohio, District, Merle A. 
Goller of Ney, Defiance county, was 
sworn in as an attorney-by, Chief Jus- 
tice Hugh L. Nichols of the Supreme 
court today, immediately after it was 
announced he had passed successfully 


reduction of salary of the head con-' of:'further armed 
intervention : is 


siil from $10,000 "-Jto $5,000}; head 'groundless at the present time, ac- 
elerk from $7,500 to $5,000; head i cording to officials inclose 
touch 


banker -from $5,000 to $3,500.' and-! witlf-the situation. 
The -same, .they 


directors trorn. $6,000. to. $4',000; 


f0r j versity of' Michigan, Ann Arbor who 


obtained a grade of 92.7. .Samuel 
H. Berwald of Cleveland, a Western 
Reserve student, was but one tenth 


CONGRESSMAN FOR POST»iASTER 
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Washington," June 19.—The nomi- 


nation of Congressman Wm.F.,Mur- 
ray of Massachusetts to be postmas- 
ter at Boston was prepared for sub- 
mission to 
the Senate ' -today 
by 


President Wilson. 
' 
- 


NOMINATION CONFIRMED. 


'' - [ASSOCIATED PRESS-TELEGRAM!.:- : .. 
Washington, June 19,—-The;senate 


today confirmed the nomination of 
Congressman William G. Sharp, .of 
Elyria, O., as ambassador to France. 


lower than Grismore. 
Five women were among those 


.who passed, two from Columbus and 


say, may be said of reports that-the three; from Cleveland.^ Those from 
United States plans to -recognize Columbus-are 
Miss Mary , G. rMc- 
- 
- 
Mahoh,: of 33 Douglass street, per- 
sonal stenographer to Attorney Gen- 
eral Hogan and: Miss Marie • Grace 
Clark! ;of 1909 
Waldeck. avenue. 


The/three Cleveland'-,'-' women 
who 


ipasseu-iare Miss Florence Ellinwood 
«"^ 
Miss Josephine' Merrick and 


General Carrahza; General Villa, or 
any other faction in Mexico. 


Romulo S. -Naon,. minister '.-from 


Argentina and .one of the mediators 
at;:-the Niagara '^conference -arrived 
here unexpectedly:- today. 
He.'•- did 


hot go to the legation but took qu'ar- 
ters .in' a hotel i near 
the - White 


House. 
- ' • " •<: 
•...-' - . - . ' 
!- 


•The return of the .mediator to the 


Miss Kate;.Weis. 


The oldest man in the', class is 


Nate Moffit,'aged'60, who;is a Just- 


capitol undoubtedly, for conference ;icV;of'the,peace. He is froin;Peoria, 
with Secretary -Bryan or 'President | TJnjon county. .: No one In the class 
Wilson, or bothr'.at a time when the ' js •happier;-over passing than he.; 
Niagara conference-is -marking:', tiniej 
One result of the examination 'will 


"(Continued on Page 14, Col. 4.) 
I be to 
cause Cleveland 
to'lose 
a 


the state bar -examination. 
~ 


'W. A. Marker of Vauwert, secretary 


of the department of public works, 
Will ibecome chief clerk of; the bank- 
ing 
department, 
succeeding 
Mr. 


Goller. 


PRESIDENTIAL NOMINATIONS; 
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Washington, June 19.—President 


Wilson today made these nomina- 
tions of consuls general: 


Robert P. Skinner^ of Massillon, 


0., transferred;from Berlin to Lon- 
don. 
. 
: 
: 


Julius G. Lay, of Washington, D. 


C., transferred 'from Rio de Janeiro 
to Berlin.'" 
• 
\ , 
• 
: 


: Alfred :L.M. Gottschalk, 6f New 
York City, transferred from consul 
geiieral at-large to Rio de Janeiro. 


BIRTH ANNOUNCEMENT. 


• A baby girl was -born to Mr. and 


Mrs.- Louis 


.Sun'tiay.:- 


Regen 
in Nelsonville 


'Mrs.: Regetf is 
the 
. . 
daughter, of Michael 'Schohberg 
of 


Hudson-avenue. 
4 
. 


lumbers of First Licking> County BparcJ of Ediication 


(Photo by Russell) 


diaries Brown 


Hebron 


(Five year term) 


Here 


Frnnk Koontz 
St. Louisville 


(Three year term) 


. ,C. M. Ross 


Johnstown 


(Two 
year term) 


-S. C. Manger 
Pataskala 


(One-year term) 


board 


Walter Castle 


Alexandria. 


(Four year term) 


they are—the five members of Licking's first county board of education, elected from a convention of county and township school board^ presidents, last ..Saturday, 
in 


. wfth renuirem^ents Of the new state school law. These men will formally assume the duties,of office July 15 and will comedo Newark to b& administered the-oath 
' 
,lyT CleTk oS 
f Courts Bert O. Horton, the first,of the week. 
Thn law provides they shall take the oath within ten cays after having, beert notified of their elecMon 


of school board presidents was called by County Auditor J. W. Horsey;', The several ballots resulted in selection of Charles Brown, Hebron, to serve five years; 
Uexandrla foil? years> Frank Kfoontz," St.-bouisville, three years; C. M. Boss, Johnstown} two years, and 8_. C. Mauger, Pataskala, one year. 
It is expected the 


organize wheii the member* come here July15,.to assume their duties, 
!••••• • - . , • • : 
, - V v 
L . 
" V 
-' 
-'•-' 
~: 
- 
u • 


Late today, on the .return'.o£.- 
ster Naon of Argentine, who haa 
>een absent receiving honorary de- 
frees - from 
American 
universities 


;liere is to be a conference of the me- 
diators and the two sets of delegates. 
it may be determined then whether; 
any common ground remains for am 
agreement. Only the abandonment 
of the academic discussion on 
tha 


ype of man and the continuance oC 
,he search for an individual accept* 
able to all parties can return the sit- 
uation from its hopeless state toward! 
the channel of possible solution. Tha 
American delegates still have some) 
lames to submit, but the Huerta del- 
egates have opposed 
energetically! 


all persons suggested thus, far ancfc 
there is little likelihood that 
anyj 
name emanating from the American 
delegates will be considered 
seri-^ 


ously. 
jj -jli|||gy<| 


The mediators as a last resort will 


submit a list of five names. There? 
is:-a--faint iiope -that Tjne— of--these* 
will -be ;abceptable but even the-me-i 
diators do not 
profess 
optimismi, 


Aside" from the inability to select .•& 
man for .provisional president, a con- 
troversy 'has developed1 between tha 
American and Huerta delegates aa 
to how the elections for permanent, 
iresident, to be conducted 
by thei 


provisional government, should 
be» 


iupervised. Likewise the American^ 
delegates in insisting on a constitiv- 
liorialist for provisional ' president 
lave argued that the constitutional- 
ist party not only dominates 
the 


country from a military point "of view, 
jut is numerically in the majority^' 
Emilio Rabasa, head of the Mexicanl . 
delegation emphatically denies 
to- 


day that the constitutionalist con- j 
trolled the greater population say- - 
ing millions of people 
have beeri 


passive and had not indicated in any, 
way that they favored the revolution. 
He argued also the impracticability; 
of a :bi-partisan election board such 
as has been proposed by the Amer- 
ican delegation. 


The Mexican, delegates were 
in 
cpnferetice early 
today 
discussing 


whether they should issue another 
statement in answer to the Ameri- 
can delegates utterance of last night. 
The most striking thing about the 
document Issued by Justice Lamar 
with the .consent and approval of 
President. Wilson 
and Secretary 


/Bryan is its unflinching argument 
for a constitutionalist control of the- 
governmerit. 
This was on 
the 


ground, that military- success by the 
constitutionalists soon w'ould give 
them that power and it was the duty 
of the Huerta party to co-operate 
with the American government 
in. 


avoiding further "bloodshed, in 
ar- 


Tangihg a transfer of government at 
once. 


The break between Carranza and 


Villa has 'not affected the viewpoint 
of the American government which 
believes that 
Mexico's 
population 


sympathizes with the principles of 
the constitutionalist movement 
re- 


gardless of the personality^ of 
its 
leaders. ' 
" 
. 


The American, representatives ut- 


terly repudiate any suggestions that 
the American president has any in- 
tent of destroying the electoral lib- 
erty of "Mexico, was the reply made 
to:;the suggestion of Mr. Rabasa that' 
putting the constitutionalists in con- 
trol of the provisional 
government 


was "tantamount to abetting, 
and 


and even exacting fraud at the elec- 
tions." 


^o the proposal of the Huerta del- 


(Can tinned on Page 14, Col. 5.) 
ROBBERY WAS 
r 


THE MOTIVE OF 


MAN'S MURDER. 
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Ashtabula, O., " June 19.—Police 
are' baffled over the 'mysterious find- 
ing of 'Albert Randall, 35, a street, 
car motormah, in the front yard of 
his home,here about three o'clock 
this morning, with three 'holes in 
his head, while his house was burn- 
ing. 
Randall was half dressed and 


was wrapped in a 'blanket 
whteo. 


found, 
i 


Randal; drew his pay yesterday, 


amounting to sixty dollars, and it 
is believed that robbery was the mo* 
Uve ot: the crime. 


VAGJ3 TWO 
THIS NEWAfcK 
ADVOCATE 


NEWSIES WILL 


HAVE MATINEE 


AT WILD WEST 


.-X 
Newsboys matinee at the carnival 


Saturday fal'ternoon at the Eleventh 
street grounds promises to find ev- 
ery Newark newsie at the Wild West 
exhibition, as the affair has been ar- 
ranged-by Miss Allen who will' have; 
her famous $2.0,000 trained . bronco i 
"Teddy" go through a number of' 
special stunts, v 
I 


.Texas Jack, the-eleven year old 


cowboy, will give a demonstration 
arranged especially for the "kids." 
It promises to be well worth seeing;,, 
The newsies are requested to fall in 
behind the band'when it leaves the 
pub'lic square tomorrow afternoon. 


All children, ilot> newsboys,-may 


attend the matinees ./tomorrow at 
a special price of fiv<r-£ents. Miss 
Allen's wild west is proving ft> be 
one of the greatest drawing cards 
which has visited the city in a num- i 
her of years. 


dcd that the Empress had passed 
on the port side half a mile tiyyiy. 
Hans Olveren, another sailor on the 
Aldeii, corroborated Sabje. 


APOLOGY MADE 


BY COUNSEL IN 


WRECK INQUIRY 
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Quebec, June 19.—The Empress of 


Ireland wreck inquiry opened today 
with explanations and apologies' by 
C. 13. Haight, Of counsel .for the own- 
ers of the collier Storstad which 
sank the Empress. 
He said that he 


had not meant -to imply yesterday 
that the Canadian Pacific railway, 
owners of the Empress, had tried to 
spirit witnesses away. This was the 
impression made by Mr. Haight yes- 
terday when he placed 011 the stand 
James Galway, a quartermaster of 
the Empress, who testified that the 
ship's steering gear 
was 
defective. 


Galway had told him he said, that 
he- was about to be sent to England. 


Contest Editor's 


Query Column 


The Advocate will be s\ad to 


answer all legitimate 
questions 


regarding the contest through the 
Contest Editor's query .column. 
Questions may be p'out-'-'by' mail 
or telephone but 
the 
answers 


will be printed in this column >0. 
that 
no 
contestant" will 
have 


any advantage over another. 


'.- 
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-Quebec, June 
19.-—Odin 
Sabje. 


second mate of the steamsliip Alden 
testified at the Empress of Ireland 
inquiry today that when the Em- 
press passed his ship 
on 
the St. 


Lawrence shortly before 
the fatal 


collision with the collier Storstad 
he. noticed that the Empress was 
steering badly and had to port his 
helm to avoid her. 


This testimony was introduced by 


counsel for the Storstad's owners in 
corroboration of the testimony yes- 
terday of James Calway, the quarter- 
master of the Empress who said the 
vessel's steering gear was defective. 


"Were you afraid of a collision?" 


Sabje was asked. 
"I was; I was going to call the 


captain," said the witness. 
He ad- 


C. D. J.—About one half of the solu- 


tions have .been checked for the first 
time. Only one contestant whose so- 
lutions have so far "been examined has 
Ho of the 70 correct. 
Two 
have 61 


each. 
A'bout.GO have been 
50 
and 


60 of the answers 
correct. 
About 


1-!00 sets of solutions are yet to be 
examinp.d. 


J. B. C—The Advocate has given 


out none of the correct answers in 
advance. 
Six answers are .published 


daily. The prizes will be awarded at 
the earliest possible moment. 


J. K,, Columbus—Copies of issues 


you requested mailed today. Thank 
you very much for 
your 
post-script 


reading: "The fairest contest I ever 
entered." 


A. G., Delaware—If you mailed your 


solutions under letter 
postage you 


should have received a card of ac- 
knowledgment. There is no way for 
us to tell now whether your solu- 
tions are in the bank vault or not. We 
have taken care of every packa.se that 
reached us but we can not tell until 
the checking is finished whether or 
not your package was received. 


Inquirer — A force of five people 


is engaged in cheeking the coupons 
under competent direction. It seems 
probable that the checking will 
w> 


finished next week. 


FREDERICKTOWN 


AGAIN VISITED 


BY FIRE FIEND 


Fire which started in 
the 
pool 


room over Robb's restaurant, Thurs- 
day' night, in -Fredericlctown, Knox 
county, north of Mt. Yemen, result- 
ed in- the complete 
destruction 
of 


•that building, aatl-the partial damage 
of Leek's racket store and. BJ;u'k- 
•boirn's -picture show 
stud 
several 


."other buildings in. the 
immediate 


vicinity. 
All-of the 
property ;' de- 


stroyed was the property of J.. JL 
Blackburn, This Is the second .large 
fire in the business district of Fred- 
ericktown" in :the 
past 
several 


mouths,-.and the flames which raged 
'from 11:20' Thursday flight till 2:3 0 
'o'clock Friday inorning, threatened 
all of the adjacent -property includ- 
ing that of the B. &. 
O. railroad 


company. 


AND 


DAUGHTER ARE 


FEVER VICTIMS 


|.. 


The Third Saturday of Our Anniversary Sale 


Offers For Quick Disposal 


Many Small and Broken Lots of Merchandise at LcssxThan Half 


The First-two weeks of our Fifth Anniversary Sale have made 


:i new record '"for heavy sales, in fact \ve have eclipsed all previous 
selling events-for this season-of tiio year. 
Naturally in many cases 


«' ,. 
. 
' 
. . . . i 
; 
£' 
''•''sj 
Ave have left but small lots or odds ami" ends .and thesej we', place': QII. 


"HELPFUL G«LS" 


Hebron, O.. June li'i—Miss Bertha 


Clark entertained the .Helpful 
Girls 


and their friends at Iier home east of 
Hebron 
on 
Thursday evening. 
A 


short program was given after which 
a dainty luncheon 
was served the 


following guests': Mrs. Dr. 
Brown, 


Mrs. .Kannth, Misses Lela 
Buckland, 


Lillian Reeb, Mary CVIyer, Bertha Mey- 
ers, 
Sarah 
Hitt, 
Rose 
Comisford, 


Frances Mes'sick. Bee 
Karns, , Helen 


Clunis, Louise Taylor; Maude Cluuis. 
Bertha Clark, Messrs. Charles Grimm, 
Raymond Embrey, Gill Embry, D. P. 
Carlisle, Angus Long, Arthur Goch- 
enlach, Del House, Frank 
Yowcll. 


Karl . Stinson, Harvey Atwood, 
and 


Harvy Clark. • 


Mrs. 
Frances Reinhart of Colum- 


i bus. was taken 10 the City Hospital 


i Wednesday in Bazler & : Bradley's 


• ambulance suffering with an attack 
' of typhoid fever, and in an adjoining 


• room lies her daughter, Miss .Louise 


Kenihart. a victim of the .same dis- 


'. ease, having been taken to the in- 
stitution just a week ago. 


The Reinhart's are friends of Dr. 


and Mrs. IT. K. Essington, and Miss 
Louise Was intending to make the 
family a visit. 
She was spending a 


short time at Buckeye Lake, when I 
she succumbed.of the fever, and 
• was j 


oroiight from the lake to the Es- 
slirgton home, 254 Hudson avenue, } 
last Friday, and removed the next 
clay to the hospital. 


Her mother in Columbus, learned 


of her daughter's illness and came to 
the Essington home to be near her 
daughter, to whom she ministered 
in conjunction with the hospital at- 
tendants and a trained nurse from 
Columbus. 


Wednesday she fell a victim to the 


fever. 


Dr. Essington 
says 
that 
both 


patients contracted the fever in the. 
South, where . they -visited before 
coming to tnis vicinity, and its de- 
velopment is not connected with any 
-local cause. 


Protestants of the 
United States 


gave ?16,39S,000 to foreign missions in 
iais. 


i 
AVON' GOLF CHAMPIONSHIP. 


j 
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i- 
Prestwick, June 19.—Harry Var- 


'dou, of So.uth -Hertfordshire. Eng- 
land, today for the sixth time won 
the British golf championship. 


jX^yv" 


f«- 


****- 


^^*V^V**. j 


The Beer of Qpakiy 


When you're dry, fagged out or 
nervous, when you're hot or tired, 
Blue Ribbon has just the mild pleas- 
ant taste and goodness that refreshes. 


For Sale by Best D Balers Everywhere 
Served in'Leading Hotels Cafes and 


Restaurants. 


LADIES' .SUITS, $5.00. 


' Ladies' Spring Suits that sold 
from 
?-12.5.0> to; $17.50 in this 


seoson's -.best'.-styles, all -colors; at, 
each -_.,. 
:;.". v ?>y.j.-::.:..... ;$5.oo^ 


LADIES' SUITS, $10.00 
i 


Charming- siiits< tiiilored 
from-' 


beautiful wool and silk materials,' 
sold from $20.00 to ?30.00, at 


" each 
'. 
$10.00 


SILK DRESSES, Jji.3,98. 


Pretty silk dresses made up 


from fbi4fihls in bi'iiutifnl colors 
and 
patterns, 
sizes to 44, at 


each ..'... ."./; 
$3.98 


$7.50-SKIRTS. $3.05. 


• Our entire showing of separate 


skirts that sold from §5.75 to 
§7.50, all the latesi materials, at 
each 
."." 
. .$3.95 


$12.50 COATS, .$7.95. 


Handsome tailored coats in a: 


variety of the season's best styles. 
Many full silk lined. 
$12.50 val-' 


ues, at each '......' 
$7.95 


$1.50 
"WAISTS, 98c. 


Dozens of new .styles in white 


lingerie waists maiie from voiles, 
crepes, organdies, Jap silk, etc. 
$1.00 values, "at each ..... .98c 


SILK PETTICOATS, $1.69. 
One lot of silk riessalins petti- - 


coats iu every desired shade. Our 
regular $2.75 quality, at 
each 
.- 
$1.69 


CHILDREN'S HATS, 25c. 


An odd lot 
of children's and 


Misses hats in milans, hemp, 
fancy braids, etc. Values to $1.98, 
at each . . 
' 
25c 
i 


BATHING SUITS 


A complete assortment of ladies' 


" and children's bathing suits, in 


styles that are both pretty and 
practical, priced 
! 


at 
.iJ $1.50 to $2.75 


12 l-t»e;GI!V:G:HAMS 8-2C} .. 


A good assortment of Chambray 
Ginghams iii checks, plaids and 
stripes, 33 ip. wide; 12 l-2c val- 
ues, at—a yard .......... 8 l-2c 


15c CREPES 7 l-2c 


Dainty patterns in pretty flowered 
Crepes, the regular 15c kind, just 
a few pieces left, at—a yd, 7 1-Sc 


WHITE. GOODS 15c 


1000 
yards of sheer, dainty white 


goods that sold from 19c to 25c; 
your choice tomorrow, at—a 
yard 
15c 


$1.00 MESSALINE 89c 


Pure Silk Messaline) 
3G inches 


wide, in black and all 
desired 


shades, best $1.00 quality, at— 
a yard 
89c 


50c DRESS GOODS 25c 


One lot of Dress ^Goods' that sold 
at 35c, 39c and -'50cV. 'All 
this 


spring's best materials, at—a 
yard 
25c 


$1.00 DRESS GOODS 75c 
For quick disposal we place our 
entire stock of: high grade $1.00 
Dress Goods on sale at—a.-•• 
yard 
.._ 75c, 


75c TUB SILKS, 39c. 


Beautiful Tub Silks, 36 inches- 
wide, in charming patterns. Just; 
the material for hot weather; 75c- 
quality, at—a yard . . .". .-". . . 39c 


$1.25 CREPON 89c, 


Just a'small lot of ,;this popular 
material left. 
Comes in 
black 


only, full 42-in. wide; best $1.25 
quality, at—a yard 
. 89c 


sale tomorrow at a mere fraction of their i'c«l. value. 
If you appre- 


ciate quality meiThaiuliso that'is'fully'in keeping; with tlie:prevail- 
iujs style teudcm-ics at prices less than litiif, we would suggest that 
j-ou .shop hero tomorrow by all menus."*'.Read, the:few items quoted,. 
>tiicy wilMielpJy.ou form an idea of exactly -whats going oil here. 


lH ' > . : 
50c GOWNS ;39c 
$1.00 ALLOVERS 75c 


Several pretty styles in ladies' fine 
muslin gowns, absolutely the best 
50c values^ at—each ;..;.... 39c 


' - • < . 
75c GOAVNS59C 


Charming styles in ladies' 
gowns 


made from the 
popular 
white 


crepe, daintily trimmed; 75c val- 
ues, at—each 
59c 


$1.25 PETTICOATS $1.00 


Many now styles in beautiful mus- 
lin petticoats. Either lace or em- 
broidery trimmed, at— 
each 
$1.00 


75c SLIPS 50c 


Ladies' and misses' Princess Slips 
in all desired shades. 
Our best 


75c values, at—each 
5pc 


CORSET COATBRS i9c 


Many beautiful styles in 
Corset 


Covers that represent good value 
at 25c, at—each . . . 
-19c 


.-'•'CORSET COVERS 12 l-2c 
A' small lot of fine-muslin- Corset 
Covers;.-in seve4-al-_-.prett-y.- styles,^ 
19c_ values,...at—Tteac_h. 
12_J-2c. 


[; CHILDREN'S DRAWERS 9c 
Drawers for children, ma.de from 
• good quality'Of bleached 
muslin, 


.all sizes, at-^a pair. ....... 9c 


CHILDREN'S'GOAVNS25C 


:-10 dozen of children's gowns in 
several neat styles;, best 25c val- 
ues, at—^each ............ 25c 


15 SOUTH THIRD' STREET 
NEWARK, OHIO. 


Beautiful patterns in allover laces 
"in white black and other 
pretty 


shades; $1.00 quality, ,at—a 


v yard . •..'.....'........-...... 75c 


'; 
SHADOW LACE 50c 


A-handsome assortment of Shad- 
ow Lace Flounc.iii.gs in exception- 
ally neat patterns, at—-a 
yard 
. . 
50c 


15c EMBROIDERIES 50c 


A fine lot of beautiful embroidery 
flouncings, 42. inches wide, neat 
and dainty patterns, 75c quality, 
at—a yard 
59c 


•25c EMBROIDERIES 13 l-2c 
1000 
yards of corset cover em- 


broideries, the regular 25c qual- 
ity, at—a yard 
12 l-2c 


NEW GIRDLES $1.00 


All of the latest effects in wide 
girdles in plain colors and com- 
binations, also Roman stripes, at 
—each 
, 
$1.00 


SILK HOSE 25c 


Ladies' pure silk boot hose in 
black, white and colors; a very 
good quality, at—a pair ... 25c 


LADIES' VESTS 9c 


All sizes in ladies" Jersey ribbed 
knit under 
vests, 
the 
regular 


. 12 l-2c . kind, at—each ..... 9c 


MEN'S UNDERWEAR 9c 


Men'« fine Balbriggan underwear 
in both shirts and draAvers, the 
best 2oc quality, sizes to 44, at— 
each . 
•.- 19c 


BATHING CAPS 


Charming effects in pretty bath- 
ing caps, made from pure rubber 
and other waterproof 
materials. 


A range of colors, at— 


each 
25c and 35c 


NEWARK AllTO 


KILLED MAN AT 


COVINGTiON, KY. 


yde Pnrtell Chauffeur for Win. 
IJergin, Released After Arrest 


—Not to Blame. 
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V- Cincinnati, June 19.—Claude Purtell 
•::of Newark, O., who was taken into 
.'custody by the police of 
Covington, 


?.Ky., last night after the automobile 
,he was driving struck J. E. McMillan 
:..of Covington, and inflicted injuries 
';from which he died later, was 
re- 


leased today. The bridge .which spans 
the Ohio river here is being repaired 
.•and pedestrians are 
comnelled 
to 


-cross the driveway. 
McMillan was 


^crossing this driveway when he was 
; struck by the machine. After an in- 
vestigation of the circumstances 
of 


.the accident the police held that Pur- 
tell was not to blame. The automo- 
bile is owned by William Bergin, also 
of Newark.' 


The automobile party consisted of 


William Bergin, owner of 
the 
ma- 


chine, 
Claude 
Purtell, 
chauffeur, 


'•Shady" .Heed and . Hughey 
Mf.Ken- 


na. They left a week ago Wednesday 
for Latonia, Ky., to witness the races, 
which are being held under the aus- 
pices of the Latonia Jockey club, at 
the Kentucky course. ' 


Purtell has for two-' seasons run a 


motor boat plying from Bruno to the 
various places at Buckeye~ Lake and 
has had the reputation of 
being a 


careful man with machinery. 


last Sunday evening after a few days 
stay with friends' in Granville. 


Mrs. E. R. 'Black is slowly improv- 


ing. 


The Misses Lillian 
Brady, Helen 


Ewing and Stella Cunningham, - and 
Mr. Vincent Sheets of-this-place: were 
among the graduates of Newark High 
school last week. 


Miss Olive Howard of Newark is a 


guest of Miss Lois Buckland. 


Mr: Virgil Neel and mother of He- 


bron were church attendants last Sun- 
day. 


Too much credit cannot be given 


the superintendent and committee of 
the Sunday school in presenting the 
program for "Children's Day" 
last 


Sunday night. 
The 
children 
were 


well trained and the music perfect. 


iMr. Linnie Bounds and family of 


Buckeye Lake spent last 'Sunday at 
the Charles Harter home. 


Rev. Mr. Benjamin will preach at 


Lakeside next Sunday evening at the 
usual hour. 


Mr. and Mrs. .Oscar Taylor and son 


spent last Sunday at the home of J.'F. 
Moore near Newark! 


Mrs.. Will Lawyer and Mrs. •'. Jack 


Duncan of Hebron visited Mrs. E." R.; 
Black" Saturday afternoon. 
: 


A letter from a former pastor, Rev. 


C. L. Collins, was read at the meet- 
ing of the Ladies Circle last Friday. 
He is now located, -:at, Jacksonville, 
Fla., pastor of the Baptist "church 
known as Riverside church. 


"Children's Day'-' program will take 


place at Union Chapel next Sunday 
night. 


i . 


T.-J..IVAHS 


Has Secured the Agency for 
Amo- 


lox, the New Discovery 
for 
the 


Cure of Skin Diseases. 


(Political Advertisement.) 


POLITICAL ANNOUNCEMENT. 
I have stood by President Wilson 


ore all administration measures and 
invite you to investigate my record. 
'If it meets- your-approval-••!• -will ap-; 
;preciate hbtTi"your influence and vote 
for Representative in Congress for 
the 17th District on the Democratic 
ticket at the primary August llth. 


My plurality in the old 17th Dis- 


trict in 1906, was 485; in 1908, 
7173: in 1910, 10934 and in 1912, 
19,752. 


WILLIAM A. ASHBROOK. 


d-w to 8-11 


(Political Advertisement.) 


"CANDIDATE FOR CONGRESS. 
I have been elected state Senator 


and President Pro Tern of the Ohio 
Senate two terms and am author of 
the Green Workmen's Compensation 
Act. 
Was a delegate .at large from 


Ohio to the 
Baltimore Convention 


which nominated President Wilson. 
Am a candidate for the democratic 
nomination for Congress in the Sev- 
pnteenth Congressional district. 
T 


invite a careful investigation of my 
record as state Senator-and will ap- 
preciate the support of the 
demo- 


cratic voters throughout the district 
at the primary election August llth. 


Wm! GREEN, 


:.~- 
6-lrd-to 8-11 , ' 
Coshocton, O. 


(Political Advertisement,) 


Candidate For- Congress. 


To tile Voters ot "Licking Co: 
• 
' 
I am a candiate for the Democratic 
nomination for Congress !n the 17th 
Congressional .dis.trict.;.to.be;;cl,e,cided at 
the August primary. 
-Tour vote an* 
influence 
are 
solicited. CURTIS 
13. 


McRRTDTC 
3-14<Uf 


Deputy County Clerk' Ed. M. Lar- 


as'oh has accepted an invitation to 
deliver the commencement address 
to the graduating class of 
five 
at 


Goshen school, next Thursday night. 


BOARD MEMBERS 


ENJOYED PICNIC 


AT WINDIE FARM 


Yesterday's rain caused- the pic- 


nic of the board members of the 
Y. M. C- A. to be held.at the home 
of F. M. B. Windle in North Fourth 
street instead of being held at the 
'pottage of E. S. Randolph at Black 
Hand. 
Despite the fact, that they 


Were not able to enjoy the picnic in 
the country, a very fine afternoon 
was' spent and the feast was served 
fn the third story of the Windle 
home. 
Music from Windle's victrola 


and speeches from the members of 
the board constituted the program 
of the afternoon. 
. 


Those present were 
:tlie - board 


members, and their wives and Sec.s 
•F. L. Johnson, Physical Director L. 
D. Roberts and Assistant Secretary 
Leo Bails. 
. 
* 


LICKINGk 


Copyright 1914, Pabst Brewing Co.$ 


An enjoyable time was had at. the 


E. M. Sharer home last/Friday when 
the Ladies Circle held 
its 
annual 


meeting entertaining their husbands, 
also several guests, namely: Mr. and 
Mrs. C. E. Norris, Mrs: Samuel Sachs, 
Mrs. 
Morrison, Mrs. Williams of New- 


ark, Mr. and Mrs. Calvin Swigart ot 
Pataskala, Mrs. 
Slater- and- Mrs. 


Thrapi> of Lakeside. 
• • • ' - , 


Miss Mabel Ruffner returned home 


Amalox is the prescription of a 


well known doctor who has used it 
successfully in his private practice, 
curing many bad chronic cases of 
eczema, tetter, salt rheum, psoriasis, 
acne and other skin affections. Only 
a short time ago, a new 
improve^ 


rnent in this prescription was: dis- 
covered th. t so increased its healing 
power that it is now curing many 
cases of 'skin diseases 
that 
were 


thought to be incurable. Recently in 
Toledo a prominent business:. man 
•was cured of a case of psoriasis o£ 
over fifteen years' standing;- This 
remarkable prescription called Amo- 
lox is now for the first time,on sale 
at a moderate price with the leading 
drug stores. 'All sufferers of eczema 
or any disease of the skin or scalp 
can give it a trial under bona fide 
guarantee if riot satisfactory, money 
refunded. 
Recommended and guar- 


anteed by T. J..Evans Drug Store. 


It is predicted that by 191"5 West- 


ern Canada will produce 600,000,- 


i O O O bushels of wheat annually. 
The 


population is increasing more rapidly 
than the railroad development, and 
there'is serious apprehension that'it 
; will not be possible to handle the 
enormous crops. 


PIANOS 


,THB INSPIRATION OP THE SOUL 
is nurtured through the grandeur of 
music. Our player pianos make you 
akin with the-greater thoughts of the 
masters of melody. 
Full 
octaves, 


every latter day improvement in op- 
eration. 


A source of pleasure arid reverence 


as well as happiness and peace in a 
homer—such is a player piano. We 
have the-representative makes. A. L. 
Rawlings, 
6-18-d-3t 


NOTICE TO HEATING ATVD 


PI..V M UI A'O CO NTH ACTOTVS 
In accordance 
with 
a 
resolution 
adopted -by the Board of Education dC 
tiie Granville Village School District 
on June llth 1914, sealed proposals 
•will be received -toy the Clerk of the 
,saia.jJ3oar4l. oJ,-Education ;at, his office 
'Jones and/ VanVeofhes' -store; Granville, 
Ohio, until 12 o'clock at, noon,'Monday, 
July 6th, 1914, for the furnishing "of 
material and labor necessary for the 
installation of'the steam blast heating- 
and ventilating system, together with 
the necessary ibuiUUng reconstruction 
for the public school building' in Gran- 
ville, Ohio, in 
accordance 
with 
the 


plans, and specifications 'prepared by 
tiie Bryce Heating- .& Ventilating Co., 
Consulting1 Engineers. 
At the same time and place, pro- 
posals will also "'be received for the 
furnishing of material and labor for 
the installation of an automatic 'Tenvr 
perature Regulating System 
'for 
the 
Ppblic School Building . in Granville, 
Ohio, in accordance with the plans and 
specifications prepared 
therefore 
.by 
the Bryce 'Heating & Ventilating Co., 
Consulting Enginners. 
. 
;- 


At the same time and place, prop- 
posals will be recived for the removal 
of the old dry closet system and the 
installation 
of ..a. ne w . system 'ot 


plumbing and ^sanitary closets, in ac- 
cordance with 'plans and specifications 
prepared by the above Engineers and 
on file at -the office of the Clerk of. 
the Board. -Proposals must toe made 
on blanks furnished -by the said Bqarcl. 
The price for labor and materials being 
stated separately. 
Said plans and specifications being 
on file at the office of the Clerk of 
the Board of Education and at 
the 


office of 
the 
Engineers. 
Duplicate 
copies of the plans and specifications 
may be had, either' of the Clerk 6t 
the Board .or of the Engineers, upon 
receipt of a deposit; of $10.QO, which 
'will ;be returned to..the contractor upon 
the return of the complete plans, and 
specifications. 
. 
;; 
Each liid must 'be written in ink and 
ctntain the name of every person jjii- 
terested in it '(Section 7023 Ohio paws), 
ami--each bid must toe accompanied by 
a certified check on a solv67it bank or 
a surety .bond in an amount not less 
than five per cent of the total amount 
of -bid, payable 'to said Board as 
a. 
1 guarantee that a contract will...be sigri- 
• ed • if awarded the 
contract.- 
Said proposals must be sealed, ad- 
dressed to the .Clerk of. the. Board of 
of Education of the Granville Village 
School District, Ohio, and endorsed on 
.the outside, plainly showing the items 
-bid upon, and the name of the bidder. 
i 
A corporate .surety bond for 50 per 
cent of the amount of the bid, satis- 
factory to the Board is required on all 
contracts'.for the full and fa-ithful^per- 
-formance and full completion "of the 
work and to guarantee tbe said Board 
of Education against any 
and 
a.11 
claims for payment of material arid 
labor ordered by the contractor for 
the above mentioned work:, .r-' 
The Board of Education, rlfser.ves the 
right to ..reject any or part of any-or 
all proposals. 
• - i - • 
•Charles W. Mctees,. 
G-12iFr.i4t. 
. 
. . . . . 
- . . . • - . '.Cleric. 


3VOTicE"oF 'APPOINTMENT. 
. 
Estate 
of 
'Elizabeth1 , J.' 
Watkin, 


• Deceased. 
• 
• 
Guy H. Watkins has 'been duly ap- 
pointed and qualified as execu'tor of the 
willVof filixabeth J. Watkihs-'late of 
'Wok ing. County, Ohio.-• Date'd' this 
10th 'day of June, 1914. 
Bobbins -Hunter, 
fi-12'FriSt 
Probate Judge. 


Read Advocate Wants tonight. / 


$395 


(and 
freight-from Detroit) , 
\ 


Fully equipped; four cylinder Con- 


tinental'motor; 00 in. wheel bnse; 
! standard trend. Am able to fill your 
orders now. 
. 


Warren S, Weiant, Jr, 


and Nerve Tablets 


WHEN YOUR EYES HEED QARE 


^ 


Y NURINE EYI REHEOr ~ 
> amartiliR-Feola Fin<£-Act» Quickly.. 
•y It for He<1,Wc»k,W»tory Ey« and 
«niilate4 Eyelkla. Illudlrmtwl Hook In 
ch TACk^ffo. Murlne In compounded by '• 
irOcullxtK—not »"l'»tenl Medicine"—not 
wd In micccn»riil rii.rsldann1 rncdce fo" 


ihlk 
Per 
• nmny yearn. Now <lu(llcatal to the public 
• »nd dolil liy DruRKints at iSc and 66c 
. 
Bottlo. HurluoKyo Salvo In Ateptlo Tuba. 
MUMINK iVI RKMfDY CO.. OHIOAQO 


^H^j^^^^gS^^ 


i^i.'^i 


* ' " * 
v 
' '- 


. WBPAY, JUNE to, Jioi4. 
THB NEWA»K DAILY ADVOCATE 


IF EVERY MAN IN NEWARK'was an Expert 
Judge of Clothing Values, we would not have 
the room or saJeSihan to handle the crowds.' 
' 


« ' 
* * 
IF you Care to'Insppct the Finest line otReady,- 
for-Service Suits in the Market'Today at their 
prices—comes in "and look at 


SMART SUITS 


II0415420 and $25 


< i 
r - t - 
•_' i> 
t " 


HATS - TOO 


V 


the; beat styles arid qualities 


' are being shown by us. 


-Home of Manhattan and Eclipse Shirts. , 


Holeproof Hosiery for Men,- 
Women, Boys qjad .Girls. 
Interwoven & Esco Hosiery. 
Superior & Manhattan Underwear. ' 


"All Known As The Best'and The Best Known' 


"The Stpre of- Newark, Ohio, Where Quality Counts." 


AUTO;FARTY 


COMPELLED TO 


HIKE 


Special 


For Friday suid Saturday, Bo>s'/50c 


AVaibts in Tan, Grey and 


- Khaki 29c. 
29c 


FREE! FREE It FREE !!l 


A "SPAI/DING" BASE BALL, AND BAT GIVEN WITH BACH 
BOY'S SUTT (FREE OF CHARGE) IN OUR. BOYS? SUIT 
DEPARTMENT THIS WEEK 
] - 


i at Hermann's 


Bloomer Pants Suits. 


$5.'00 SUITS NOW .. ...:$3.7"5 
'$4.00 SUITS NQW ...I..: $3.00 
$3.00 SUITS NOW , ..... .$8.25 


Straight Pants Suits.^ 


$5.00 SUITS .NOW 
i . .$2.50 


$4.00, SUITS NOW .:.'... ..$2.00 
$3.00 SUITS .NOW 
. . .$1.50 


Russian Blouse Suits 


$5.00 SUITS NOW. . 
$3.75 


$4:00 SUITS NOW . 
$3.00 


Norfolk 
Bloomer Pants 
Suits 


$3.00, $4.00, $5:00 and up. 


Tue Store Where Quality Counts \ 


Make your printing, fit your business; 
Let our Job Department demonstrate 


BIG SHOE SALE 


Men's $4 anil $5 Oxfords 


Practical 
Summer 


Shirt 


ADJUSTO 


EASILY 
ADJCSTABLE 
TO VARIOUS 
SIEEVEUHGTES 


BEG.U.S.PAT.OPt 


Sleeves 
can . be 
detached, 


leaving .a. '.well-finished half- 
sleeve to .work:-in..- No rolling 
rup of sleeves—but solid Com- 
fort.- ' ., 
• • • ' , . . 


- $1:50 and $2.00 


GOLF AND TENNIS SHIRTS, 


50c and $1.00 


Home'of—T 
: 
'~ ... 


: Manhattan,, Eclipse and Sig- 
nal Shirts. 


Manhattan, Deinel and Su- 


perior Underwear. 


Holeproof, Interwoven and 


Esco Hosiery. 
- . 
' : 


Have What You Want." 


'!'!»« 
»'rc'"' \yiicro -ttuaHty Coimta 


'. •' '•" '• ' ; ':.•(• 
' 
' - ' 


YABE DEfEATED 


BY HARVARD IN V 


VARSITY RAGE. 


I*SSOCIATED PHESF TELEGRAM! 


i Regatta Co'urse, ;Jurie 19.—iHar- 
'vard defeated 'Yale . in the 
second 


Varsity .race today by seven lengths. 
•The contest was;, over a'two miles 
course from Bartlett's point to-the 
-navy yard. . The time. of the winner 
was eleven minutes and thirty four 
seconds. .Yale's 12:02. . 
~. 


'- It/was'.. an easy won "victory for 
the ' men -from • Harvard. 
They 


caught, the---water flrstr pushed the 
nose i of the'ir shell out In ;frorit and 
then steadily. increased fheir lead 
so that they ; finished seven lengths 
ahead of-the Yale men. 
It was a 


slow race.. 
" 
,. 
Harvard won the freshmen eight 


race defeating Yale by four lengths; 


The official £i»ie of the .freshmen 


eight race was:....Harvard 11 miri'uie's 
and ' 4.3" seconds;-!. Tale 12 minutes 
4 seconds. . ' • • . ' . ' 


OONTRAOTS^AND 


ARCADE BOOT SHOP 


*i r 


4 & 6 ARCADE ANNEX 


BEEN AjgPltpVED. 


[ASSOCIATED PRESS TELEGRAM] 


-' .New York, .Juiie -ift; 
1^— The follow- 


ing contracts and'; releases were ap> 
proved. Ay the National league and 
made ' public; today by 'President 
John K. Terier: . 
. 
i - ,• 


•'GpntrkctsVs'With Boston, Fred F. 


.Mitchell; 
with Cincinnati, 
Peter 


Schneider> JElmer 
Koestner ; 
with 


Philadelpnia, 'J. L, ;H6gan; 
with 


Pittsburg; Herberb.'E.; 'Kelley. ,';... , 
•Released-T-By. Brooklyn, ' uncondi- 


tionally, George F:Wftlsh; by Brook- 
lyn io 'Toronto (I.L. ) ; Wm. Wagner ; 
by Cincinnati to Columbus (A. A.) 
R. R. Irigersoll; by New , York 
to 


.Tersey City, ( I., t. ) ' Alfred J. Wil- 
liariis; by 'New York to Tor.outo (I. 
L.) Enrild Palmero; by St. Louis to 
Scranton, ,(N. Y. S. L.) Frank 
Brower.'1- ' 
'•.'(• •;."" • •' 
••• 
•' " . ;: 


Wigg-^-"That. girl puts everything 


she hasten her back." Wagg-^-"You 
wouldn't think so' if you had '."ever 
seen her in a bathing suit," 


An auto party coming -from 
the 


Coshocto,fl? "races, consisting of Ned 
Miller, Patrick Plauigan.lNelson Van- 
alta and Ed-waid 
Woodward 
was 


compelled to walk trom Frazeysburg 
to tXashport in oider to eaten the in- 
tei urban car to leturn home when 
the atitotnobile in which the party 
was traveling was incapacitated. The 
party arrived in Uie city -at 'a ' late 
hour latftlnight. 


NEWARK GROCERS 


WILL ATTEND THE 


STATE CONVENTION 


All of the grocers in thie state of 


Ohio w"ill hold a convention and pic- 
nic at Cedar i Point 
on Thursday, 


July 1-6. 
Theie will be excursion 


trains from all o'^r the state, and 
the picnic will not be restricted to 
the grocers and 
fheir families 
if 


others wish ;to attend. - Outsiders are 
cordially invited. 
A special excur- 


sion will* be run from Newark -and 
it is expected that this will be one 
of tne gala affans 
of the 
season 


Various forms of amusement will be 
provided- besides those -already iri- 
yogue at the Point 


„ 
s* 


kEBRON. 


The M. B. Men's : Bible •• class -held 


its monthly meeting Tuesday evening, 
followed with a banquet 
Over one 


hundred and fifty were served:'A del- 
egation .from Baltimore-- Sunday school 
class motored .here, and their .presr 
ence was an; inspiration. All were in 
good spirits arid everybody 
enjoyed 


the good talks of those who favored 
the occasion. 


Messrs. Wilmer Atwood of . Hebron 


and Earl Hpopman of Gahanna, 1914 
graduates in dentistry from. O/.M:-U.., 
went to' Columbus Tuesday to take 
the state 'board examination. Dr. 
Hoof man'Was a guest at the Atwood 
hoihe for several days prior to their 
going to the city and will return -to 
his home Friday. 


B. ,L: Hawke and family spent Sun- 


day with Tnurston pnencls. 


Miss Battis Funk -has retrned " to 


Newark after spending several months 
v/ith Mrs. Jane Downey 
at •" Gedar 


Bill 


Dr. L. L. 'Merriott of St. Louisville 


made a -professional visit at the home 
of Rev. T. N...Madden'Friday. 


Blisses Anna McShane and Margaret 


Mooney of -Coshocton were 
Sunday 


guests of'Mr: and Mrs. James Kirk. 


Quite a number of the K. 
of P 


members of -Newark 
lodge 
arrived 


here Sunday morning and marched to 
the cemeteryj wheie thev decorated 
with, iflowersithe graves o£ their de- 
parted brother, ,-Mr., "Branson Holmes: 
"Mrs.'C,''A..|Pience of,-Hebron and Mrs. 
Leniert 6f 'Newarlcleft Wednesday for 
an extended visit -with friends 
at 


Spririgfield',: 111. c 
^ Mrs.. F. M. Good and son Carlton of 
Baltimore, Mrs. Sarah Marsh 
arid 


Miss.Dorothy Kramer of 
Columbus, 


Mrs. 'James Pugh of Kirkersville, and 
Mr. and' Mrs. George *• House 
and 


daughter, .of Newark were guests. of 
Mayor, and Mrs. White the. past week. 


Mrs. Clarence Henry and "son Ro- 


bert of North. Dakota are guests 
.of 


her parents, S. H.'- Rosebrough and 
wife. 
• 
.*.;•••.•• . 
' • > • • . - -~ 


Mrs. Mary. Lendey spent Tuesday 


with the Misses. Ridenour at Etna.- 


; Miss Ruth Pence of Ohio Wesle^an 
College arrived home Friday 'for the 
;summer vacation. 
.. 


Mr. arid Mrs. .Clark•• Cochran spent 


Sunday with Mr. and Mrs. P. P..-. Com- 
isfbrd at "Spring" View" -near Gran- 
yille. 
• - . • - * . . . 


'-Mrs. B. T. Burch and children, are 
visiting- friends at Coshocton. 
. '/Mr., and Mrs. B. Neeland of Buffalo 
are spending the week with their son, 
Dr.. H. R. Neland ana faimly. " 


F: ;B. Kirk 
: arid 
wife, Dr. O. M. 


;Kramer;and family and Miss- Bertha 
Outcalt of Columbus, .motored to ^He- 
bron, Tuesday evening to attend 'the 
Men's; Bible class meeting and social. 


.: . Mrs: Lucy Sawyer-' i.s spending 
a 


few days at the home.of Mr. and Mrs. 
Charles . K i s e l l e r . ' ' " ' 


Miss Mary Strawii, a 1914 graduate 


of Newark Bigh school, .atterided the 
Alumni banquet at Newark, -Tuesday 
evening. 
.- •".'• 
*' • ' ' • 


SUMMIT STATION. 


-.<.' The canning'factory is now in full 
blast, and is being-Jiberally patron- 
ized .by f arm ers" in ybhe vicinity. This 
year'a^crop is better in quantity arid 
quality, and the outlook is very en- 
couraging. 
. ' • ' - ' . ' ' 


"Mr. W. C. Bell,and. family 
of 


Westerville, were the guests of J. S. 
Axline and wife last Sunday, 


The children's day exercises held 


Sunday 
night 'in; the 
Methodist 


church: were very, successful.' 


Mr. arid M rs)i Frank Fribley were 


the; "guests of'J. H. McBride and 
'family .Sunday.- ' ' 
/ .' '..'...•* •;•'• \ 


•, :The ladies of the M. E. church' wil 
•give • a social on. the lawri of the 
.Church Thursday; night, June <i'g. 


Miss Edna Rader was very pleas- 


'aritly surprised: by % party of young! 
.people at her home 
last 
Friday. 


Those' present were: Misses Gladys: 
Ada and Grace Connel,' Grace W,agy 
Lois -Buckingham, Nellie 
HamiHon, 


Dorothy Befim, Grace;,Walters,;'Helen 
Boyd, Ingabelle 'Dixoni Bernice ;^tn^ 
Olie Holcomb, Sarah Amerine, Roxie 
and Georgiana Hader, Messrs.." Rbbt. 
Wropdruff, 
Bldpn - .Thorp, 
Nelson 


Beemj Paul Lanx, '-Harlan 
Giger, 


:LesIie Rhodes, .RusserTinell, Carl 
Connel, Carl Albjery, ;Gharles Merle, 
Johnathan Wagyjind .Marion Wilson. 


.•Miss Lorine and Samuel Bessie, of 


Oh'io ' Wesleyan; 
university, " a r e 


home on their summer-vacation'. 


A jolly'party of 
young 
people 


spent the week-end at. the home of 
Miss Maude Frost 'in Croton. 
The 


party- was composed of. the follow- 
ing : VMisses Nellie and Bessie Ham- 
ilton, 
Lena 
Hurtf, 
Dora 
Hines, 


fill 


On the 


Firing line 


xr*ar--i 
El 


in every walk of life Vou'll 
find good old "Bull" 
Durham. Men' of action, 
men with red blood in their 
veins, who do the world's 


work, arid do it well, learn to appreciate things 
at their real worth. They are not fooled by 
frills — they demand honest value. 


These are the millions of men all over'the 


earth who find' complete, healthful enjoyment^ 
and Blasting satisfaction in "Bull" Durham 
, 


hand-made cigarettes! These fresh, fragrant cigarettes they. 
roll for themselves, with their own hands, to their ownhk-^ 
ing, from ripe, mellow "Bull" Durham tobacco, suit their, taste 
better than any cigarettes they can buy ready:madej 


GENUINE 


BULL DURHAM 


SMOKING TOBACCO 


(Enough for forty hand-made cigarettes in each &cenf sack) 


The millions of "fell" Durham 


smokers are proud of that muslin sack, 
because they know that the* quality is 
all in the tobacco — where it belongs. 


" "Roll your own" and learn this dis- 
tinctive jorm of tobacco enjoyment. 


I 


An Illustrated Booklet, showing correct. 
way to "Roll Your Own"" Cigarettes, and 


a Book of cigarette papers, will both i>e trailed to you, 
free, on postal request. Address "Bull1" Durham, Dur- 


* ' THE AMERICAN TOBACCO COMPANY 


—AND THE WORST IS YET TO COME 


mess INC? TENT 
// 


UADIEIS 
, / 


Messrs. Paul Foster, Frank.-• r Starr, 
Nelson and" Glenn Kurd, all^of Sum-, 
mit Station and vicinity, and Miss 
Nina Meyers"" ot Baltimore. A very 
•cordial•'•; welcome was ^accorded the 
'guests, arid about 
t thirty- of 'the 


yourig: people of Cfbton were eriter- 
•tain'edi .Saturday ' evening at." a- party 
given in-'honor of the guests of-"Miss. 
•Frost 'at •ner, ;:;home. : Interesting 
games and" contests'were held -dur- 
ing the evening, add refreshments 
were served at a late hour. 
. 


. A; number of teachers residing in 
Sumihit Station 
^will take normal, 


courses in sumnier sthools this sum-' 
mer.. .Misses Nellie/arid Bessie.Ha,m- 
iiton- and Lois Buckingham will at^' 
tend 
school -at- Westerville,,' and 


Misses Edna Rader,, Gladys Connel,' 
A;manda Frist, Nina Meyers,^Sarab, 
Ainerine and Mr. Nelson Beem will 
be at Ohio( university at Athens. • 


A.! J. Beal's is on the sick list. 
Frank Beals ;-is;,building an addi- 


tion>td his dwelling. 


Mr. and Mrs. 6. A. Ru.sler are 


visiting relativesMh West Virginia. 


Mrs. 
Clark of :J3ellefountain ' is 


visiting her son, John Clark. 


' Mr. •' and Mrs,' Ralph Headley,. of 
-' 
- 
- 
- 
- 
- : - - - ' - : / ' 


Reynpldsburg, spent 
Sunday with 


relatives here. 


"William Athey lost two hogs .from 


the effects of the -heat last week. 


It is said that-there are copper- 


head siiakes about the railroad tower 
.east'of town.. . . .!, •' 
':"t' 
: 


. -. 
.' AndvPlesise .Hurry..; 
- ,, 
1 


Visitor k(hungry)—^.And. at ^wh 


time do>! you "have dinner;1 mj^.little 
'friend? 
'' . 
. - ' • ,•••., ;.• . 
- \\ ,;.<'• ' 


Terrible 
Boy—->Sobn'<'- as-' you've 


gone.'—New- York Times. ' 
:.',.-.: : -• 


^ 
—, 
™ 
— 
, 
. 
_. 


'. 
, Sahie In Ohio. 
. 


s A New York' doctor, .returning 
from Veri Cruz, :>says .that .^iexican 
\vomeh are much better than 
the 


Mexican*men...••' Mexico- is.much like 
the rest of., the ,wprld; ..after all.—Se- 
attlePost '.intelligencer:'.' ; 
. 


RIA 


.-• ;«» 
lnUMForOv*r30Y 
AhmjvUdt 
m*m*£n rf; 


10 Lbs. Granulated Sugar .'. . .4?jc 


(with other groceries.) 


,tZ Pkgs. Puffed Rice . .". 
i25c. 


3 Pkgs. Post Toasties 
2oc 


2 Pkgs. Jersey, Corn Flake .: .25c 
3-"Cai!.s Salmon . v.. . . .' 
35c 


' 3 Cans Keen Kleener 
lie 


3 Cans Corn 
25c 


4 Lb. Pkg. Quaker Rolled Oats 2Sc 
G Pkgs, Argo Starch 
25e 


" 1 Lb. Our Own Bran.d Baking 


Powder, with' 30 Security 
Stamps 
f;30c 


6 Bars Sweet Heart Soap .. . "i. 25c 
8 Bars Lenox Soap ......... . .25c 
1 Lb. Our Sp'ecial Steel Cut Cofr- 


fee .'.''. . .... .... .-.-. - - . -30c 


7 Rolls Toilet Paper. 
. .. .-.25c 


% Lb. Best Gun Powder Tea'.. .25c- 
iA Lb. Best Bulk -Pepper ..... .. 12c 


; . . . • • . . 
: 
. 
;' • 
" 
" 
*!, 


^ 
Cash Grrocery 


-":•' —i.f8Z>E. MAIN STREET.^-:- 
JJcfl riioHC C70K—i^Lnto Phone 3051. 


H Your Eyes Trouble 


you in any way or'if you have 
headaches that may be due to 
eye'strain, come in 
and let 


our; optician: 
examine/ them. 


There will-ba no.'charge what- 
ever arid if you 
don't 
need 


"glasses he -will 'tell you so. 


.."; OUR SATURDAY. SPECIAL, 
10 year guarantee gold filled 
frames with best quality crys- 
tal lenses . ..... • • 
$1.00 


• • 
. . , - 
• 
^ 
t 


Erman's Drug Store 


1 
-.- 
Iri the Arcade. 
( 
iVOT-E—-Our, optician is' with 
;u's on Saturdays; only. 


'I* 


Sonic of Us Perfect. 


"There are no'faultless-wen," re- 


marks the Boston Globe. The*June 
brides are riot ready to admit it.— 
Pittsburg Gazette Times. 
» 


Tfte fellow who trusts to luck Isn't 


always to be trusted. 
'*•-*'•: •:-^^^-^:-:--^':-.^ 
"l-A" 
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TERMS OF SUBSCRIPTION 
Single Copy 
2 cts. 
Delivered by carrier per week.. 10 cts. 
_ ,, 
It Paid IN Advance 
Delivered by carrier—one month $ .40 
Delivered by carrier—six months 2.25 
Delivered toy carrier—one year.. 
4,50 
All subscribers who arrange to pay 
at the office are subject to a call from 
the collector if payment is not made 
when due. 


Terms by M«U. 


(Strictly in Advance) 


One month 
$ 95 
Three months 
65 
Six months 
- 
i'->j 
One year 
-/Jo 
All subscriptions discontinued at end 
of time for which they are paid un- 
less renewed before expiration. 


NEWS STANDS 
Where The Daily Advocate is Sold. 
Fred G. Speer 
20 N. Park Place 
H. A. Atherton 
14 N. Part* Place 
U. O. Stevens 
Arcade 
T. L. Davis 
309 E. Main St. 
E. M. East 
East Side Pharmacy 


The Brunswick 
North Second St. 
Ihe Warden 
Warden Hotel 
G. L. Desch 
405 W. Main St. 
C. K. Patterson 
120 Union St. 
Union J»ews Co 
B. &. O. Station 


'/"JtJNK 


are irritated at unfamiliar, restraints. 
If a $10 a wee,k teacher does not 
display the -diplomacy and self-con- 
trol expected from a $5,000 execu- 
tive, the parents'petition for her re- 
moval. 


In large\ towns the teacher lives 


an isolated'life. 
Low salaries keep 


her moving from 
place 
to place. 


Social success is a matter of give 
and take, and as she has1 no favors 
to offer, her engagements are apt 
to be limited to church socials'. 


The blooming girl who enters the 


school room at 20 frequently comes 
out at 30 with a'thin, pale, drawn 
lace. 
But nevertheless the school 


•ooni is a place of good cheer. The 
:ongs of the children, flowers, pic- 
ures, give a sunny atmosphere. The 
eacher renders 
an 
incomparable 


ervice. 
She is 
entitled 
to high 


onor. 


>"HITS YOUR TREAT NEXT, TOMMY, OLD SPORT!" 


Taxes Will Be Reduced. 


Governor 
Cox is carefully con- 


sidering the advisability of calling 
an extraordinary session of the Gen- 
eral Assembly for the specific pur- 
pose of reducing the state tax levy 
and conserving to the people the 
splendid fruits of the Warnes law. 
The matter will be finally determin- 
ed within a week or ten dajs when 
the State tax Commission will be 
able to gne definite figures as to 
the increase in the grand duplicate 
of the state under the ne\% assess- 
ment. 
It must be borne in mind 


that the state le-\y is made by the 
General Assembly and only the Gen- 
eral Assembly can reduce it. 
The 


present state le-vies—there are but 
four of them, Sinking Fund .0335 
mill; Common Fund .3350 
mill; 


University Fund .0925 mill; 


set aa example to its subdivisions by 
making the first cut in 
its own 


levies. 
Such moral 
example will 


prove of \ast benefit to the people. 
By reducing the state levies se^eral 
millions of dollars will be saved the 
tax-payers but by forcing a reduction 
in local levies through such an ex- 
ample a great many more millions 


be left in the possession of tax- 


payers. The average aggregate local 
levy throughout the state is approx- 
imately ten times 
the 
aggregate 


state levy. 
Therefore, 
for 
eveiy 


million dollars cut from the State 
collections ten millions should be cut 
from local collections. 
Thus it is 


seen what an important step is con- 
templated by the Governor. 


In a special session of not to ex- 


ceed three days, the campaign for 
reducing taxes will be inaugurated. 
Of course, not a single activity 'qf 


For in- 
Good ltjle state will be curtailed 


Roads .5000 mill—were made before 'stance, the appropriation for school 
it was known what the Warnes law purposes to the various counties has 


levies must be 
surplus in the 


might do. 
Now that 
results 
are 


ascertained it is clear th'at the State 


reduced or a -vast 
State Treasury ac- 


cumulated. .'No state has a right to 
take from its citizens more money 
In the form of taxes than is neces- 
sary for an efficient and economical 
administration of Government. "With 
no change in the levy and with the 
increased duplicate provided by the 
Warnes law there will 
be 
in the 


State Treasury at the close of the 
year an unexpected balance approx- 
imating $8,000,000 
In the opinion 


of Gov. Cox this large surplus is enti- 
re! y unwarranted. This money should 
be left in the pockets of the people 
and it is the purpose of the proposed 
special session to so amend the levies 
as to leave, the unnecessary surplus 
in the people's pockets. 


Undoubtedly the increased dupli- 


cates produced by the Warnes law 
in the various counties, townships, 
municipalities and 
, school districts 


will produce under the old rates con- 
ditions in these subdivisions similar 


' to that existing in the state. And 


it is perfectly proper that the state 


already been made and will not be 
changed. 
The contracts 
for. good 


roads have all been made or are in 
process of making and not a shovel- 
ful of dirt will be stopped by the 
proposed reduction in the le^y 
The 


prospect ib that the total state levy 
will be reduced to a figure equal to 
or less than the aggregate levy was 
prior to the enactment of the Hite 
Road Law. This means that the peo- 
ple of Ohio are to receive this yast 
system of good roads, 
penetrating 


ever} section of the state (a system 
unequalled in any state in the Union) 
without any increase what-%o-e\er in 
the tax rate. 


So much for the first fruits of the 


Warnes Law. "Who'Is there now to 
criticise except the tax-dodger who 
will still prate about his right to vote 
for an assessor, who will permit him 
to dodge, having been taken away? 


Danger. 


The American Boy for July points 


out the fact that the men who made 
possible the Fourth of July did not 
intend it should be a day of danger. 
They did not mean it should cause 
a loss of thousands of lives and mil- 
lions of dollars in property. 


For many years noise was regard- 


ed by many as evidence of patriotism 
and the more noise that was made 
on the glorious Fourth the greater 
the "celebration" but the people are 
now realizing that noise caused by 
dangerous explosives is •worse than 
folly. 
The powder that is used in 


one explosion may blind a friend 
or cost a life or limb. Is it worth 
the price? 


Newark is to have a safe and sane 


Fourth this jear 
The sale and use 


of explosives is to be forbidden. 
It 


isn't necessary to annoy the neigh- 
borhood with noise nor maim your- 
self or 
your friends 
in order 
to 


"celebrate." The frecracker and dead- 
ly toy pistol fortunately are becom- 
ing back numbers. 


f 
By the Way 
I 


Next to a homely woman, a homely 


mail is the homeliest creature. 


cords in the instrument! lie •gree.t- 
ed his mother with 
importation, when h 
said, "Wejl.'j've '•< 
Cruso sing," 


10, 1011. 


an c!r of .some , 
we~nt home/ and 


icard 
Rob; iapu 


LUKEM'LIIKE 


(Cincinnati Enquirer,) 
*• 


s' When you see 
a girl with 
her 


cheeks painted it is usually a sign 
that she has forgotten how to blush. 


What 
has become 
of the old- 


fashioned man who used to carry 
a cigar case? 
. 
"7, , 


- Simplified spelling is nothing new. 
I^retnember a lot of sign painters 
who were spelling that way whe(u, I 
-was a bpy. 
\ Therty is a big difference between 
a married man and a husband. 


Contempt is what'a barber has for 


a safety razor and a boy has for ia. 
manicure set. • 
^ 
.Ihe kind of tellow who is too 


superstitious to take a job on Friday 
is never too- superstitious to accept 
a loan on that day. 


.. 


Paragraphs 


The standard of estimates continu- 


ally is changing. The phrase, "the 
sort 
of 
womau 
who paints 
her 


cheeks," no longer conveys any defi- 
nite meaning. 


There is at least this to say for 


ba'by! It occasionally kills a cat by 
hugging it to death. 


J 


A slender woman seldonis knows 


how much she weighs. 


Service of Teachers. 


June 19 In American History. 


1794—Richard Henry Lee, statesman, 


mover in confess of the Declaia- 
tion of Independence, died; born 
1732. 


1812—Congress declared war against 


Gient Britain 
The principal griev- 


ance alleged was the impressment 
of United States seamen by Brit- 
ish vessels Madison was president 


.3864—Bnttle of the United States cor- 


vet Kearsarge and Confederate 
cruiser Alabama 
off Cbeibourg. 


France, resulted in the sinking of 
tbe latter. Over 15.000 people wit- 


The public school teachers have 


concluded their work, and are now 
supposed to be care-free until Sep- 
tember. There is a popular impres- 
sion that this long vacation makes 
their jo"b a soft one. But many of 
them spend the 
vacation 
helping 


mother in the kitchen, and in most 
cases ttheir summers are apt to be 
laborious. 


The parents turn over their child- 


ren much as they would check their 
babies at a day nursery. 
It gets 


them out of the way. The parents 
can only partly control their own 
little flocks 
Yet they 
expect 
a 


teacher to take 40 of these unsub- 
jugated little wills, reduce them to 


Experience, which is the ibest teach- 


er demonstrates that the only way to 
get rid of a second-hand shotgun is 
to raffle it off. 


Except for the fact that men are 


not created free and equal, and one 
man is not as good as another, 
the 


basis upon which this 
government 


was founded is sound enough. 


nessed the battle, which lasted one and ordinary discipline, keep them 
hour and two minutes. 


1911—The United States recognized the 


republic of Portugal. 


ASTRONOMICAL EVENTS. 


Evening' stars: 
Mercuiy. 
Venus, 


Mars. Morning stars: Jupiter. Saturn. 
An array of third and fourth magni- 
tude stars, forming constellation Hy- 
dra, extend from the west point to the 
south, low. 


sunshiny and working, and turn them 
out equipped with the fundamentals 
of daily life. 


At home the cross-grained habits 


of 
children 
are excused 
on the 


ground that they are nervous, or 
that they inherited these traits and 
are not to blame for them 
When 


the teacher undertakes to reduce 
the youngsters to order, the children 


Buck Kilby was seeking a small loan 


to tide him over until pay day. "I 
want to borrow your grab hook to get 
my bucket out of the 
well," 
said 


Buck to the friend whom he had ap- 
proached in the matter. 


""The Newark 
Conversation Club, 


which is the leader of thought in our 
town, will hold its first 
open air 


meeting of the season next Tuesday 
evening. The question for discus- 
sion is whether more men are named 
"Bill' than "Charley." 


What is a Yame? 


Banng for the m irriage of Miss 


Marie Pohlabeln and Charles Dmgle- 
dme were read at S Rose Catholic 
church Sunday—Lima News. 


Women Voters. 


The women voters of Illinois now 


may take oft their nraps and hang 
up their bonnets. 
They have come 


to stay. 
The supreme court has 


confirmed their riglit to remain in 
the house of politks and their un- 
certainty as txr whether it was woith 
while to make themselves at home 
is over.—Akron Beacon Journal. 


Safetj First. 


Two killed and four injured m 


automobile accidents Sunday in the 
vicinity ot Akron tell the tale of the 
dangers of the streets on the first 
day of the week when people get 
away from work the safe and sane 
occupation. 
Last Monday's papers 


told a story of killing and injuring 
that ought to impress upon all the 
importance of bearing i| mind safetj 
first.—Youngsto\\n Vindicator. 


away from anything resembling a 
purchase of politics the country will 
do very w ell.—Pittsburgh Dispatch, j 


All in the Record. 


One senator while addressing the 


bodj ou toll repeal 'had an audience 
of six 
That shows something of 


senatorial courtesy we read so much 
about.—Youngstown Vindicator. 


A Little Fun 


During Jloneymoon. 


Fond Hubby (starting down town) 


—What will it be, love—flowers,or 
candy? 


Wifie—We'll 
compromise, dear. 


You can send both.—Judge. 


Didn't Put It Down. 


Diogenes was looking tor an hon- 
est man. 


"What luck, 
asked the wayfarer. 


"Oh, pretty fair," leplied Dioge- 


nes 
"I still have my lantern."— 


Life. 


for 
At 


No matter how well a man behaves 


himself, bp isn't considered as good 
as a woman. 


The flood tide of a fathers' pride is 


attained when his son enters an office 
and begins the study of law. 


OUR OFFICE BOY. 


me Buddy wants ter know •*• 


•T- Will 
de 
band play 
onwerd 
HE- 


•I- "Christian soljers" 
wen 
dey -J- 


•s- 
dedikate our new taown hall. •*• 
* 
THE OFFICE KID. * 


Sniinmino Pools. 


Municipal swimming- 
pools 


Zanesville now beern a reality, 
the meeting of the Eagles commit- 
t!ee with the park commission, the 
plan proposed bj the Eagles was ac- 
cepted 
• The 
first 
subscription of 


$100 was made by the local aerie 
Eagles and the lemainder will be 
collected by popular subscription.—- 
Zanesville Signal. 


But The.VII Come Due. 


Financially the Mexican govern- 


ment is square 
with 
the 
woild 


again. 
Huerta has just paid $2,- 


000,000 of indebtedness with promis- 
sory notes.—Cleveland Leader. 


' 
Akron Bt therecl Too. 


Why not a jail sentence for per- 


sistent speed fiends? It might teach 
the proper 
use of a 
sp'eedometer 


when nothing else would. 
Might 


jail some of the fellows who leave 


, I the cut-outs open too.—Aicron Bea- 
. con Journal. 


Bnsine«s> and Politics. 


Mr. 
Vanderlip't, 
assertion 
that 


bankers and railway men should 
take more interest in politics may 
recall the merfiorj of the time from 
Jim Fiske to the Standard Oil Com- 


A proposal of marriage never sur- pany, when Big Business kept a close 


prises a girl. 
She has her wedding watch on every proposition for legis- 
all planned long before that, 
I lation" 
If business will stay clear, 


On Its, Way. 


The tango is reported to be on the 


wane. Possibly it resembles the Hu- 
e^-ta hesitation and is only tottering. 
—Washington Star. 


Children's Sayings j 


AVhat was it your child pr your 


neighbor's or j our friend's clukl said 
yesterclaj or las>t week that made you 
smile or tliink? Clulclreu are ever say- 
ing or doing 
original or quaint 


tilings. Let's have them. 
The Ad- 


vocate will be glad to recene com- 
munications aloug' this line. 
E\erv 


communication inust he signed but 
if the name is, not to 
be " printed 


kindly t,o indicate it. If jou preler, 
use the telephone and ask lor 
Children's Sayings Editor. 
the 


Tom is a bright little Newark boy, 


just five years old. Naturally he is 
the pride of his parents and the joy 
of the neighborhood. The other day 
lie was playing about the house when 
mother suggested that he run out 
of doors thinking the fresh air would, 
do him good. "But I want to stay 
with you mother" protested the lit- 
tle tellow and his father overhear- 
ing the 
conversation 
called out. 


Tom dotiT> you want to .stay with 


dad too?" 
"Couise" 
replied 
the 


child "but if I'm with mother I know 
you'll not be far away." 


•**.{. * 4. * * * * * & * 
* 
* 


* 
HOG CHOLiEKA. PACTS. 
'* 


•!• 
' •£• 


4- •!• •!• •!• -I' -I- •!• -I- % 
u * *K •!• •:• •!• 4- •!- 


Hog cholera is an infectious disease 


of swine in which 
the 
lymphatic 


glands, intestines, lung's, Kidneys and 
liver are commonly siiitlamed. 
' 


Healthy hogs contract the disease.* 


by eating feed or drinking water that 
is infected with the producing organ- 
ism eliminated trom yie body of the 
cholera hog. 
~ ~ v 


Hog cholera is more virulent 
or 


acute during the scmmcr and lall 
months than it is during the .winter 
and spring months. 


Hog cholera outbreaks usually last 


two years. The disease then dies out 
iri a neighborhood unless there are 
new importations. 
/ 
The length of time elapsing between, 


the exposure ol the animal to the 
disease and the development ot no- 
ticeable symptoms vanes from a few 
clays to two or three weeks. 


The early symptoms are tremors, 


fever, depressed appeaiance, marked 
weakness, staggering gait, constipa- 
tion or diarrhoea, labored breathing 
and convulsions. 


Death may occur within a few hours 


or^ a tew days. Recovery seldom oc- 
curs. 


Healthy hogs possess a slight degree 


of resistance against disease, and this 
factor plajs no small part in the con- 
trol of hog cholera 


"Whitewash, lime, chloride of lime 


and stock dips are disinfectants com- 
monly used. 


Blow to Son-iii-law. 


"And will you give us your bless- 


ing?" pleaded the newly 
married 


ones of her lather. 


"Sure thing," grunted 
the 
old 


man; "but the board will be at the 
.usual rates."—Cleveland Leader. 


A little 
Newark 
three-year-old 


1'OUJt/CRY NOTES. 


At the approach of a-storm 
see 


that the chicks are tightly shut up 
in their coops till all danger is^pver. 


It is now well known that 
sour 


skimmilk is the best preventive of 
bowel trouble that has been tound 
for young chickens, turkeys and all 
poultry. 


Sloppy or mushy feed should not 


be given to chicks, young or old. 
Their digestive system is 
so con- 


structed as to lit them especially to 
live on solid feed, like the grains. 


Clean out 
the 
poultry 
houses, 


coops and nests and thoroughly dis- 
infect them. 
Keep them clean and 


let the only odor about them be one 
suggestive of cleanliness. 


A cock two years old 
is' 


than a younger one. 


better 


CONUNDRUMS. 


What is the 
difterenco between a 


goose and an author? A goose has 
was tond of 
dropping the 
hthia ,m,my quills, but an anchor "can make 


tablet into the glass of water for, a goose ot himselt with one quill 
her grandfather 
One morning when ' 
When may a man be said to be as 


it began to dissolve the grandfather hard up as a man'can be' When "he. 


I said, "Just see it fizz.' 
1 not 


must 


.„ , „ 
, 
, ,"?,ou must, cannot get credit for good* intentions. 


nzz,_ she rebuked, 
"you} 
why are fishermen and shepherds 
efferfizz." 


Go To Wall Street. 


The Old 
'Un—Pluck, 
my 
boy, 


pluck; first and last, that is the one 
essential to success in business. 


The Young 'Un—Oh, of course, I 


quite understand that. 
Tlie trou- 


ble is finding something to pluck.— 
Cuban Times 


Fleek Miller's mother was enter- 


taining at dinner 
one 
evening 
a 


It All JJenends. 


What's the new structure you have 


put up on the lull theie?" 


"Well," replied Farmer Corntos- 


sel, "if I rent it, it's a bungalow. If 
J don't, it's a barn."—Washington 
Star. 


guest who spoke with special en- ,vp]i 
thusiasm of the delicious biscuits. 
' 


They were altogether-worthy oi tter 
commendation but \vheli she referred 
to the matter a second time Fleck's 
eyes emitted a slight flash of scorn. 
The third time he could restrain his 
feelings 
no 
longer 
and 
to 
his' 


mother's horror exclaimed, "Aw, quit 
jour kiddin'." 


like beggars? Because they live toy 
hook or iby crook. 
• 


When, does a man partially lose his 


sense of touch? When he doesn't tell 


(Political Advertisement.) 
Announcements 


If She Gets There. 


Miss Elderly—They say that mar- 


riages are made in heaven. 


Miss Young—-Ah, then you have 


more.—Boston' Trans- 
one chance 
cript. 


No, 
Maude, 
dear, 
we 


She is the only ba'by in the family 


and consequently the recipient 
of 


many demonstrations 
of affection. 


She 
usually accepts 
her 
caresses 


gracefully but one morning, a short 
time ago, she forcibly released her- 
self from the ardent embrace of her 
aunt and said with some ..petulance, 
"I must get unsqueezed." 


A victrola had been placed in the 


should schoolroom 
frequented 
by 
Billy 


scarcely say that the elasticity of Bartholomew and Billy listened at- , 
Nature was exemplified by the rubber, tentively to the explanations given j 
D'an*- 
j by the teacher as she placed the re-1 


SCOOP THE CUB EEPORTER 


Congress. 


"WILLIAM A. ASIIBROOK 
W. D. FULTON 
' 


For rte'»-f"-eiilative. 


JAMES J. HILL, 
HJ3NRY C. KELLER 
AUSTIN ORR (Franklin Tp.) 


^ 
For Shcri(t 


JOSEPH E. BROWNF1BLD 
WALTER G. HARRISON 
W. U. RTNEHART 
R. L. PATTON 


Treasurer. 


WILL IT. MILES 
WILLIAM E. MILLER. 


For Coroner 


DR. W. L. JACKSON 
" Clerk of Coiirtb 


BERT O. IIpflTQN (2nd term; 


LOOKS LIKE SCOOP IS GOING TO GET A COMPLIMENT 
BY "HOP'\ 


LVE Q-OT A FlMtAY C6VT 


<STOf£Y THAT THE 805> [S 
GOIN&TOPWT 
PAPER, 


BE£T THtN^rT EVER, 


WROTE- 


50 XVE WfclTTEN A 
SCOOP-X O\DMT HAVE SPACE. \ 


TO RUN THAT CAT^STO^Y OP YOURS \ 


CROWDED VT OUT- T.V) / 


HOLDING- VT OVER UNTIL NEXT ' 


UETTCR,- HE'LL 


GETTIN1 


COf^VPUMEN TING- TH& STORY W. 6-OOD TO HAVE -LETTERS 
SIS-NED rr A"OLD 
, BOOSTING 
HYSTUEF 


WELL 
LETTER, L $ONT WAHT 
DEUVERED T\LLNEXT, 
VA/EEK.-HCM/JCAN 


\ 
f ^"--tJirOr5^.- 


*^~ ^kv^\^a*a&<^^^&l 


^ 


FRIDAY, MWR 
JJO, 
THB NBWAJHE DAILY ADVOCATE 
I'AOlE FIVK 


r' 


t 


GLAD NEWS 


A Mile of Space or a Bushel of Words 
•* 
\ 
• 
• —.-•*%- -iV^-s «•» 
! -u .', i 


Coul4 not properly convxey the importance of this announcement. The most-colossal special'sale—specializing that, everpopular-blue ^erge^,srsokediiledi for Saturday. 


V 
^ 
' 
« 
„ 
f 
* 


' 
' 
, 
' 
- 
. 


Plain and Fancy Serge Suits Worth $15 and $18 
Choice {Saturday . 


i <"• 


Good dressers know the meaning of CORNELL regular values—hence a special sale always causes the greatest interest. Stop at Cornell Saturday—look at its other clothes values at 


$1O and $15 


And you will see the reason why we are growing STRONGER and STRONGER, growing" LARGER and LARGER, and getting CLOSER and CLOSER in the confidence of the public. " 


There's a reason—a good, strong reason—and it's therefore with the greatest faith in our values that we predict a still greater increase of patronage in the?future. Don't fail to be 


here 


29 SOUTH PARK 
29 SOUTH PARK 


ZANESVlltf TO 
" PLAY NEWARK 


TEAMS TO REPRESENT SOUTH- 


EASTERN OHIO GOLF ASSO- 
. 


< 
ClATION, RECENTLY OR- 
! 


GANIZED. 


Interesting Events for July 4th 


., Special Tournament^— Results 
; 


'" 
* In Baldwin ' Gup 'Race. 


- In the play on the second round of 
the June golf tournament 
for, the: 


Baldwin cup, "Thursday-, afternoon,! 
Hollander beat H. P. Scott, 3 -up, 2; 
to play-;.W. C- Miller defeated Carl* 
Wieiant 4 iip, 2 'to play. Dorey Avon 
..Iroin, E^C^W£ight;'-2- up,;: l^to.^ajg 
.Several ', matfches 
7 in -this 
second 
round: -a.rlB-schg.du-led_fpr -. ;the next 
-three days', '"aiad'j.he pairs that can 
be' ''dra'wnf from' the --winners in- this 
'flight, may play their matches., for 
tile third ?ound before waiting for 
'th'e conclusion of the second. 
!!A special 'handicap tournament is, 


Ijeing arranged for :3luly. :4.th at which • 
•a special: trophy will Ibe . giv.en the 
- 
nner;- • 
- 
- 


n'g^ in this ; rjjiay^thfe tMrty^twp .mak- ; 
iii'g the best 'record1 Twill qualify lor 
the first rotind' -of . -the tournament to 
beheld 'for -the July cup, the donor 
ofe^'hich- will be announced later. 


On June 25, the Zanesville coun- 


try club will send a team to Newark 
to play the match scheduled in the 
Southeastern Ohio Golf association. 
The men td represent the 
Newark 


club, will be, selected according to 
ttieir standing at that time, and the 
Zanesville selections will be 
made 


upon the 
same 
basis. Thus 
the 


leader among the Newark 
players 


•will be paired 
against 
the best 


.Zanesville man, and so on down the 
list, the number of matches depend- 
ing upon the number of men .that 
Zanesville sends to Newark. 
1 A feature of the. 4th of July on 
the links will be a driving contest 
and an approaching and putting con- 
gest open to all club members. 


SOUTHEASTERN 


OHIO ASSOCIATION 


! GOLF SCHEDULE 


At Home. 
Newark — June 25, Zanesville; July 


9, Cambridge; Aug. 20, Coshocton. 


Zanesville — June 11, Cambridge; 


July 23, Coshocton; Aug. 6, New- 


GATE RECEIPTS 
FOR BASEBALL 


FALLING OFF. 


[ASSOCIATED PRESS TELEGRAM] 


Caicago, June 19.—Baseball gate 


receipts have fallen off heavily and 
three major leagues this year will 
make less money than two did last 
-year. This statement was made 'yes- 
terday by Charles Al Comiskey, pres- 
ident of the.- Chicago 
Americans. 


Comiskey declared that th.e 
public 


was weary ot the. wranglin-gs and 
contract jumping talk and^ of 
the 


emphasis'1 on 
salaries 
which 
had 


thrown into 
the background 
the 


sporting 'features of the pastime. 
MEAT INJURIOUS 


-EaTONEYS 


Take a tablespoonfnl of Salts if feack 
,;;• hurts or Bladder bothers—'Meat 


forms uric acid. 


Cambridge — June 25, Coshocton; 


July 23, "Newark; Aug. 20, Zanes- 
ville. 
Coshocton — June 
11, 
Newark; 


July 9, Zanesville; 
Aug. 6, Cam- 


bridge. 
1 
Abroad. 
£ 


Newark — June 
11, 
Coshoctqnii 


•3uly 23, Cambridge; Aug. 6, Zanes- 
"Vill6» 
' 
feanesville— J.une 
25, 
Newark; 


July 9, Coshocton; Aug. 20, Cam- 
bridge. 
<< 
Cambridge— June ll,f- 2anesvllle; 


July 9, Newark; Aug., 6, Coshocton. 


Coshocton'-— June 25, Cambridge; 


July 23, Zanesville; Aug. 20, NeW- 
arkl 
C 


We are a nation of meat eaters 


and' our; blood is filled with uric 
acid, says a well-known 'authority, 
who,warns us to-be" constantly on 
guard against kidney trouble. 


•The kidneys do their: Utmost to 


free,.the blood of this; irritating acid, 
but :become weak/ fr.om" the •. .over-' 
work•':'they, get'sluggish; the -elim!--; 
native"1 tissues clog and 
thus the" 


waste : is retained in the blood to 
poison, the entire ;system. 


When your kidneys ache and feel 


like lumps of lead, and 
you have 


stinging pains in the back or the 
urine is cloudy, full of sediment, 
or the bladder is irritable, obliging 
you to seek relief during the night; 
when you have 
severe 
headache, 


nervous and dizzy spells, sleepless- 
ness, acid stomach or rheumatism 
in bad weather, get from your phar- 
macist about four 
ounces 
of 
JAd 


Salts; take a 
tablespoonful in 
a 


glass of water before breakfast each 
morning and in a few days 
your 


kidneys will act flue. This famous 
salts is made 
from the 
acid of 


grapes and lemon juice, combined 
with lithia, and has been used for 
generations to flush and stimulate 
ologged kidneys, to neutralize 
the 


acids in urine so it is no longer a 
source of irritation, thus ending 
urinary and bladder disorders. 


Jad Salts is inexpensive and can- 


not injure; makes a delightful effer- 
vesce,nt lithia-water drink and-Jno- 
body can make a mistake by taking 
a little occasionally to keep the kid- 
neys clean and active. 


WYOMING VALLEY. 


Mr. Lee Brooke started for Mus- 


kingum callege, Monday, where he 
will attend school this summer. 


Mrs. Ethel Stockdale spent from 


Wednesday until Saturday m New- 
ark.Messrs. Edd McDonald and Stan- 
ley Neithers called on Joe Hall, Sun- 
day. 
-" 
Miss Myrtle Hissong, spent Sunday 


with 'Miss Lucille Brooke. 


Mr. Friend Van Fleeck spent Sun- 


day with Mr. Floyd Van Voorhis. 


Mr. 'and Mrs. James 
Buchanan, 


Mr. and Mrs. C. 6, Walker, Mr. and 
Mrs. 
iB. W. Hissong,1 attended the 


raising of the^barn of Mr. Vanatta, 
last Saturday. 
•• 4-Z* 
Miss Theresa Eratt; is spending 
this week with Mrs. Fred Bellmire. 


Mr." and Mrs. Russell Weiss, Mrs 


Dolly and Mrs. Stahl of Pitts; Mr 
and Mrs. W. P.'Weiss "and Mr. and 
Mrs. 'Charlie Littleton'' spent Thurs- 
day with Mr. and Mrs. Jake Weiss/ 


,A sucprise party was 
given 
on 


Mrs. 
BOSS Hackney,at her home in 


Newark on "Wednesday'evening 
it 


'being, her 
blr&hday, annlyersary. 


Those present ,were: Mr. George and 
•Paul Hackney, Mr. and MM. JPred 
Wright,'- Mr. and Mrs. Charlie Van 
Voorhis, Mr. and Mrs. Blaworth Van 
Voorhis, Miss Mary Claggett, 
Mrs. 


Ethel Stockdale and 'Mr. Floyd Van 
Voorhis. and Mrs. 
Hackney. 
The 


hostess 
received 
many 
beautiful 


presents. 
A,", .•'. - 
:"•. 
• _ - - - - • 
-'- 


Viennese policemen must under- 


•tand-rowing, telegraphy ani" 


FINE PROGRAM 


SCHEDULED FOR 
THE CHAUTAUQUA 


Arrangements for 
the 
Redpath 


Chautauqua. which, will toe held in 
Newark frjom July 16 to 22 have been 
completed and the Chautauqua will 
be placed on the old cemetery grounds 
on. Sixth streeti 
'' H. W. Elliott; advance man for the 
Redpath interests was in the city on 
Thursday and the tickets have been 
placed on sale 


The Chautauqua opens on a Thurs- 


day and the morning lecturer is L. 
B. York. 
Miss Wilma Carroll will 


"hays charse_^f -4he- children's —worlt.^ 
Bach day is divided into six parts", 
the morning lecture, afternoon music,' 
afternoon 
lecture, 
children's 
hour, 


evening music and the evening enter- 
tainment. - On the opening; day the 
Ziegler-Howe orchestral club will be 
a .feature, arid on Friday 
the/ con- 


certs, will be given toy the Collegian: 
Male Quarrtet and' Miss Agnes Doyle, 
will give" an _ interpretiverecital^••-•Dr.. 
Edward iSteiner -will: lecture on "On 
the;Trail of the Immigrant." 
, 
:- 


••On; Saturday•"'• the "recitals -will .be,. 
given -by the Kickbush-Reuter com-:; 
pany, and in the afternoon Tatian will 
lecture on" '-'Things I Saw and- Did as 
a Savagej" and in the evening the 
famous Ben Greet players will give 
"The (Taming of the Shrew." 
, 


Tne' Oratorio 
artists 
will have 


charge of the sacred concerts on Sun- 
day and Hon. Clifford G. Roe will 
lecture on. "The Moral Awakening." 
On Monday Ferullo and his band will 
be the principal attraction. On Tues- 
day Dr. Harvey Wiley will give his 
famous lecture on public health, and 
the musical novelty entertainers, and 
the Floyds, magicians, will share the 
platform with aim. On the conclud- 
ing night, Wednesday, the Edwin R. 
Weeks company will give the con- 
certs and J. S. Knox will lecture on 
"Community Building." 


Efforts are being made to make this 


one of the mosjf successful of 
the 


many successful things undertaken by 
the City Federation of Women's clubs, 
and well it should be for the program 
is lavish in worth and variety. The 
tickets, which are^ on sale, may be se- 
cured from Mrs. F. L. Johnson in 
Hudson avenue, or at the Y. M. C. A. 


GRANVILLE R. D. NO. 1. 


Mr. and Mrs. Clark Cochran of New- 


ark, Messrs.. Bryon Woolard, Walter 
Miller, Price and Gen Day, spent Sun- 
day at Ader View,' guests of ' Perry 
Comisford and family. 


Master Lee Messenger, who was 


seriouslj burned by hot tea being 
spilled-on his left side, is much better. 


Mr. and Mrs. Samuel Biggs and the 


Misses Myrtle and:Maggie Biggs, Mrs. 
Emma Priest of Hebron, Mr. and Mrs. 
Stanley Dorsey of Newark, Mr. and 
Mrs. Wash. Woolard 
and children, 


Mrs. Mahala Woolard, Jack Wooiard, 


Mr. and Mrs. Lewis Edwards,. nMr-. 
Stiles Thprp and Miss Viva Thorp 
spent 'Sunday at the nome of L. A. 
Woolard and family. 


Rev. D. Gillispie will hold services 


at the Hitt school house Sunday eve- 
ning, June. 21 at 7:30' o'clock. 


Mr. Ernest Roley called at the 


home of Mr. Harry Bauman Monday; 


Mr. and Mrs. Perry Comisford were 


Hebron visitors Saturday. 


'Mr. Cliff Bauman called on John 


Bauman and family Saturday. 


Gillispie Woolard and John Will- 


iams "were Newark visitors Saturday 
evening. 
' 


FRANKLIN. 


Mrs. 
John Shell of Thornville vis- 


ited); with her son-in-law, Mr. Owen- 
Stevens here Monday and Tuesday. 
Mr. Stevens, has 'been bedfast 
for 


•months. 


Lenpra Dusthimer, who has been 


on the sick list, is much improved. 
jMiss Ethel .Vermilion, a graduate 
of the p. N. .V., has. been secured . as 
teacher for the Pleasant' Ridge school, 
District No.. 2. 
,'.. 
: 
:-; 
"'.. '• ,".. 


Mr. and' Mrs.'it S. Sigler entertain- 


ed at dinner.in honor of Mr. and.Mrs. 
J. E. Sigler, "who left Monday for an 


extended trip to Denver, Col. Thosq 
present were Mr. and Mrs. J. E. Sig-i 
ler and daughter Martha, Mr. and Mrs. 
J. W. Hunter and daughter Evelyn, 
and Orai Sigler, wife and son Her- 
man of the home. 
' j 


Regular 
meeting 
of 
Franklin 


Grange Thursday evening; 
refresh- 


ments will be served. .The committee 
in charge promise, a good treat and. 
>w,e. would like to see" the entire two 
hundred and fifty members "present. 


O. B; Young called on friends here 


a few days ago. 


G. W .Kregger. recently purchased; 


an auto. 
, 


The storage of oil for* fuel pur- 


poses is a new^ feature in the trade 
of the; port of Manchester. Hitherto 
the bulk of the oil stored on the 
banks' of the Manchester Ship Canal 
has been for illuminating and lubri- 
cating purposes. 


Ambition 


For Nervous: People.. 


The great nerve-tonic—the-.famous 


Wendell's Amlbitio'n 'Pills'— that will 
put'vigor, vimuand vitality into nerv- 
ous tired out; all in, despondent peo- 
ple in a few days.' 
" 


Anyone can buy a box for only 50 


cents, and- T.;Jj^Evans -is authorized 
by the^makkr io, refund' the purchase 
price if anyone is dissatisfied 
with 


the first box purchased. 


Thousands praise them for general 


debility, nervous prostration, mental 
depression and unstrung nerves caus- 
ed by1 over-indulgence In alcohol, oo- 
bacco, or_ overwork of any kjnd. 


As a brain food1 or for'any affliction 


of the neYvous system Wendell's Am- 
bition Pills-are unsurpassed, while for 
hysteria, . trembling;' and 
neuralgia 


they are^gimpTy splendid. Fifty cents 
at T. J. Evans' and dealers every- 
where. 
(Mail orders 
filled, charges 
, Pharmacal ; Co., 


nc;, 


*"We Want IT on OurBooka" 


YOUR ATTENTIONI 


*-'• --. 
' 
* 
i 


This Big Home Outfitting Store wishes to call yotir attention to the fact/that there are just 10 days left~ 
| to, take advantage -of the 10 per cent discount offered on all purchases of $100:00 or over. 


THINK! IT MEANS A SAVING OF $10,00 ON EVERY $100;00 TO YOU. 


"Special discounts on Lawn and Porch'Furmturl, Refrigerators' LawnMowers and Porch Shades. Credit 
[Certainly. 
J 
" 
-' 
• ; • -"'''V-.x•;;:;• ;-.;.w•.:••/• .'.;•.-' . . '••.'••-.^:^i• 
. . - . 
' . . ' , : , 
' " • - • - - - 


Odd Chiffoniers at 


10% 


OFF THE REGUTjAR rr.ICK. 


One like the picture con- 


structed of solid oak finished 
Golden at only— 


$11.25 


Come in and make your se- 


lection—25 patterns to select 
from in all finishes. Pi-iced up- 
wards from'— 


$4.98 


Aerolax 


Porch Shades 


Let 
«is. show you how to 


make that sunny porch the 
coolest place about the hpusfc. 
Shades in all widths in green 
and tan, 4, 0, 8 and 10 feet 
wide. Priced, upwards f 1-01117— 


$2.00 


Come in and let us give you 


an estimate .on the:cost. 


CREDIT CERTAINLY. 


Right Now 


Is the-time to select that new RE- 
FRIGERATOR. 
Our 
famous 


I Evergood and Astoria boxes are 


I sure 
to please. , ABSOLUTELY 


SANITARY and „ easy to keep 
clean. GUARANTEED ICE,SAV- 
ERS because they are constructed 
right:: Priced from .', 
\ '''-} 


FREE! FREE! 


I Fifty pounds oMce with each box. 


Odd Dressers at 


THE REGULAR PBICE. 


Dresser similar to picture in 


Golden Oak, quartered and 
polished, 'With French plate 
njirror, at onJy-r— 


Others priced upwards from — 


$10.98 


25 Buffets 


To select from in all finishes— 
Golden Oak, Mahogany, 
Fumed 


Oak and Early English. 
One 


similar to picture- finished in 
•.Golden Oak, quartered and polish- 
ed, at only— 


$29.50 


Others priced upwards from 


$18.75. 


(YOUR CREDIT IS GOOD.) 


HIM?, 


.v.'WA-fel 


&---T&W 


F^. *, :, 


15 Per Cent Off v 
Our Entire Line 


of Porch and Lawn 


Furniture 


The new Julj; Beco^ds ^i-e now 


ready—Come "in and, hfia.r them.. 


15 Per C,ent Off 
4 
Our Entire Line 
JL^iwn 


Your Credit is Grood 
a ONION 


Drapery & Curtains 


15 ^o off 


Our complete 
assortment of 


Lace Curtains and Draperies, in- 
cluding all .the,newest designs and 
materials in Scrims, Brussel Net, 


- Irish Point, Cable Net and Not- 


tingham 
weaves, 
ranging 
in 


~prlce from 5Oc to $0.50 a pair. 


Extra Special 


One Hundred pairs/of Sample 


Curtains in one pair lots only at 


.Half-Price 


Tire Jewell Grafauolol 


At Only 
$35.00 


Complete , enclosed aad equip* 


ped with, ajl the details of the 
modern' disc'. Grafanola. 


\ 


rf 
- 
it. 
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EVANGELISTIC 


MEETINGS HELD 


NEXT NOVEMBER 


At the last meeting of the Kewark 


Ministerial Association the followin 
recommendations were 
nnauimousl> 


adopted: 


1. That simultaneous evangelistic 


meetings be held 
in 
all 
of 
the 


churches. 


2.- That each pastor have exclusive 


charge of the meetings in his 
own 


church. 


3. That these meetings begin Sun- 


day, November 15. 
,, 


4. That the city., lie districted 
for 


preliminary cottage prayer meetings 
without 
regard 
to denominational 


lines. 


5. That these cottage meetings be- 


gin with two each week, towit, on 
Monday and Friday evenings, and as 
interest developes, increase to four a 
week. 


6. That the three Wednesday eve- 


nings 
immediately 
proceeding 
the 


evangelistic meetings, be set apart for 
union district 
prayer 
meetings 
in 


some one church in each district. 


7. That Thursday and Friday, Sep- 


tember 24-25, be set apart as a time in 
which a complete religious census of 
the city will be taken. 


S. We recommend the appointment. 


of a. committee on 
prayermeetiugs 


and a committee on census. 


Rev. C. G-. Hazlett and Rev. F. E. 


Holloway constitute the committee. 


•W. H. BAKKR, 


Secretary-Treasurer. 


Tito HUNDRED 


HAVE APPLIED 


FOR POSITION 


IASSOCIATED PRESS TELEGRAM) 


'Chicago, June 19.—Anticipating that 
Judge Windes in the circuit 
court 


^•ould appoint a receiver for the La- 
s'alle Street Trust and Savings hank 
a's' a result of the hearing today of 
th'e petition ny P. J. Lucey, state at- 
torrney .general it was said that near- 
ly 2QO. persons had applied in one way 
or another for th'e position. 
' The eighteen i/onuiug companies in- 
volved in the troubles of the Lorimer- 
Munday string of enterprises claim to 
be the largest creditors of the bank 
and wish to nani'e a receiver. They 
prepared to be represented 
before 


Judge. Windes at the 
time 
of the 


hearing. 


Maclay Hoyne. state's attorney for 


Cook county, declared that with refer- 
ence to possible prosecution he put 
himself at the disposal of the attor- 
ney general. A special grand jury or 
a formal inquiry by the receiver were 
methods "canvassed by the 
attorney 


general. 


i There is no hurry about such ac- 
tion/' he said. "The receiver will be 
in the best position to judge." 


Care of /he Hair 


By JEAN CLAY 


CJOMFOET COMES 


INSTEAD OF PAIN 


ing,.' soothing sensation 
Remember—Speed\vay 
i 


n, tumbago, Soreness of All 


Kinds Q,ulekly Rubbed Out Wlien 


You Apply Speedway. 


Pain leaves like magic when you ap- 


ply-;Spee<3way. You just seem to smooth 
all/, the trouble out, and instead of 
huiting while doing it, there is a cool- 
i rigrht away, 
. i s 
doing i t s 
the minute you put it on, even 
though it cannot torture you or harm 
the most tender skin or stain the flesh 
orv.'dkintiest fabric. 


• You 
can 
absolutely 
depend 
upon 
Sp'ee'dway going right to the spot and 
ddiiig- all we claim- for it. 
If you're 
not/satisfied, the drug-gist returns your. 
money. 


•You get delightful relief the verj 
first rub. You run no risk, and our 
advice to you is to get a large bottle 
right away if you want . to 
trave" 
"tire,road to quick relief." 
, . 
Speedway . was discovered and used 
for years by an old Scotch physician 
It was brought to America, and is 
no.w offered 
to all who suffer 
from 
rheumatism, 
lumbago, 
sore 
throat, 
bruised tendons, tired feet, spraineo 
muscles—-any muscular soreness wliat- 
so'ever. 


Why suffer 
when Speedway .is at 
your service to relieve you? 
A free 


bpb',k with each 
bottle 
gives 
full 
directions for all uses. 
Get a bottle 
today from your druggist and know 
the complete comfort that this marve- 
lous remedy gives. 


At no time do hair :ind scalp need 
all out ion moiv than now. 
-Because the 
head is unooveivtl more than 
usual, 


and the nuisance of flyinsr tlust anil 
OHi't is greater at this season, a good 
washing once or twice a wok is not at 
all oVi'rdoinn it. Not if properly done, 
1 should add. Of course much washing: 
witli 
soaps 
or 
the 
commonly 
used 
shampoo mixtures is ibound to prove 
disastrous. 


OOOOA;Xt?T OIL S'HA'MPOO—Foi> a 
pure, 
color-preserving shampoo, 
and 


one that won't rob the scalp of its 
natural oily secretions, there's nothing 
quite so good as oocoanut oil. Be- 
cause of the absence of harmful effects, 
this is one shampoo you can indulge 
in as often as you like. The best form 
to use, is the mulsified^cocoanut oil. 
A teaspoonful or t\vo is all that's need- 
ed for one shampoo. First moisten the 
lair with water, then apply. the oil, a 
small quantity nt a time. 
Kub this in- 


.o the hair and scalp till a thick lather 
s obtained. 
The lather washes out 


•apidly, 
leaving 
no 
stickiness 
or 
streaks. 
You can get a small -bottle 


of mulsified- cbcoanut oil for a few 
cents at any drugstore. s 


IF HAIR IS A-LUEADY GRAY there's 
in approved method of turning it back 
o its 
natural color, not 
generally 
mown, and this will be welcome news 
especially to those who abhor the usual 
lorrid 'dyed effect. 
All you need do 
s to moisten a sponge or piece of cot- 
ton with a little sasatan solution, and 
Iraw this tnrough the, hair, taking a 
strand at a time. 
Only a few applica- 
ions are necessary ,to restore any head 
f . gray or faded hair to its former, 
olor. 
Any druggist can furnish the 


•>ure sasatan solution and the cost, is 
rifling-. 
As this restores the 
hjjir 
gradually, and without giving- the ap- 
learanee of artificial coloring, no one 
an tell but nature is responsible for 
he 
transformation, 
which is 
truly 


vonderful. 
EFFECTIVE, 
HARJI.L-ESS 
H A I R 
TONIC—When the first white hair is 
loticed. vigorous treatment should -be 
xpplied. 
The white hairs show that 
he roots are unhealthy, and they soon 
ecome more numerous, if the condition 
s not corrected. An excellent tonic to 
evitalixe the hair follicles is afforded 
y ordinary barsicum compound. 
If 
ou will get about 50 cents' worth of 
his at your druggist's and use a little 
nee a day for awhile. Us healthy ac- 
ion will soon be evident. It is valuable 
lot only as one ot" the means to jpre- 
ent the appearance of further white 
airs, :but also to stop hair from falling 
ut and to cause new hair to grow. | 
'he bscrsicum 
coumpound should 
be 


ubbed into the scalp and hair roots 
uite thoroug.hlv. 
QUICK DANDRUFF REMOVER—The 
est way I know of to 
gret rid of 


andruff is vo dissolve it. 
This de- 
troys it completely and puts the scalp 
n such a healthy condition that mic- 
obes do not find it a favorable breed- 
ng place. 
Just plain common liquid 
rvon is by far the best thills' to use 
for this purpose. You won't need more 
than 4 ounces to completely rid your- 
self of this destructive affection. 
Be 
careful to ask the druggist for the 
liquid arvor.. 
The best way to apply 
it is to part the hair in strands and 
gently 'rub a. little arvon into each 
part, 
from 
the 
, crown 
downwards. 
After the first application most of the 
dandruff 
disappears and it is 
only 
necessary to repeat this for a few days, 
using it preferably upon retiring. 
Advertisement. 


Opportunity Thunders at Your Door! 


V 
• 
• 
• 
' 
, 
* 
'. ' 
• , 
' 
; 
• 
- 
. 


Here's another chance to make a genuine big saving'on fine clothing. Another big, lucky purchase of Young 
Men's and Men's Suits unpacked this morning to take the place iDf the big line we closed out diiringlast 
week?s sale. More, new catchy patterns in Browns, Greys, Blues, Greens and Fancy Two-tone Blues 


.00 Suits 
315.00 Suits 
J20 & J22.50 Suits 


All Boys'Suits at One-Fourth Off 


No old styjes, every suit brand splinter new this season. 
All the latest novelty colorings 


in grey, br6wn. 
blue, green, tail and plain blue series or fancy series. They 


a l l g o a t 2 3 % off. 
' 
'..- 
• 
' 
• 
• 
; 
' 
' 
. 


Any $3.0O 


. Suit for 


Any .53.9 


Suit for 


Any $5.00 


Suit for 


Any $0.00 


Suit for 


Any $8.00 


Suit for 


$2.25 $299 
K50 $6.00 


Boys' "Waists, 25c ami 4Sc 
Boys' 20c Stockings, 15c 
Boys' -TJnion-'Sjiits. 25c K: -iSc 


SAFE AND SANE 
FOURTH OF JULY 
AT PHILADELPHIA. 


[ASSOCIATED PRESS -TELEGRAM] 


Philadelphia, June 19.—Philadel- 


phia expects to make its Fourth ot 
July celebration this year not only 
safe and.sane bu the greatest it has 
held since 1876 when the one hun- 
dredth anniversary of the signing of 
the declaration of independence was 
observed through the holding of the 
cetitennial 
exposition. 
President 


'"Wilson, who 'has consented to be the 
orator of the day, will speak from a 
platform close to the spot-where the 
lininortal document was signed. 


The celebration will be under the 


afcplces of the city and is expected to 
include a "military parade. 


In connection with this safe and 


sane celebration special efforts are 
being made 'by the city authorities 
itq reduce the number'of killed and 
Irijured. 


Jersey. City will probably be the 


first city to have women as autobus 
conductors. 


Root to ret 
UK from the liver. 
It griped those days—- 
but In the PODOLAX 
fonnuh the. gripe has 
been taken out. 


For 8*1* by W. A. Brown. 


JEWETT WORKERS 


EXCURSION TO 


CEDAR POINT 


Members of the Jewett Car Wark- 


ers Beneficial association are mak- 
ing great preparations for their an- 
nual excursion to Cedar Point which 
will be held on Saturday, July 25. 


These excursions conducted ^hy the 


association have fast gained in pop- 
ularity and the excursionists keep 
increasing each year. 
The general 


public is invited to 
participate 
in 


the good things scheduled for this 
year at the greatest summer resort 
in the country. 
A program 
is 
in 


course of preparation 'Which will in- 
clude sports and recreation of 
all 


kinds. 
A committee is 
arranging 


with Manager Boeckling of the re- 
sort for special privileges and there's 
going to be something doing every 
minute. 


Mark the date of the excursion in 


your note book and arrange to be 
there for you will enjoy one of the 
best outings to be given this season. 


Japanese Hid 


In Clouds From 


The Constable. 


[ASSOClAiED PRESS TELEGRAM) 


Los Angeles, June 19.—T. Kashiara, 


said to have Tieen formerly an aviator 
in the Japanese army, hid in 
the 


clouds when deputy constable Myers 
tried to attach ins biplane yesterday 
for a $125 lien, according to Myers. 


With the aid of a field glass Myers 


finally located a 
rapidly vanishing 


speck in the heavens, which he decided 
must be Kasiiaira an'fi 
his biplane. 


After waiting several hours, he gave 
up, to try again today. 


More New 
iig'fi Crown 


Straws 


With Fancy Folded Bauds 


and Plain Blacks 


Boys' Batiling Suits ....... 2~>c and 48c $1.00 Poros Union Suits : ;........ 7Qc 
Men's Bathing Suits. . .48c, 73c: arid $1.48 
Children's Wash Suits .....48c and 75c 


Separate Bathing 1'nr.ts 
25c and 48c 
Boys' Kakai Wash Pants .": . 25C arid 48c 


Silk Hats antl Caps, new colors 
98c 
Men's $2.OO Pants, Special 
$1.19 


Silk Hose in all colors 
25c Men's $1.5O Pants, Special 
. . 98c 


Tulip Bow 


Ties 


Sotnet i jr Ne«- 


48c 
TakeYour 


Pick 


Of any Shirt, from the Big 
window 
display of .Neck 


l!;iiid 
styles 
or 
separate 


Soft Collar Shirts, 1'or 


HEAVVK EIGHT MATCHED. 


[ASSOCIATED PRESS TELEGRAM) 


.London, June 19, — "Gunboat" 


Smith, tlie American heavyweight 
pugilist and George Carpenter, the 
French heavyweight champion today 
deposited '$5,000 each as guarantees 
in connection with their 20 round 
fight to 
take 
place at 
Olympia, 
July, IS. 


LOCK. 


Miss Irene Parks of Columbus, re- 


turned home last week to spend the 
summer with her parents. 


Mr. and Mrs. Newt Shultz were 


guests of Mr.- and Mrs. Christ Dustin 
of Centerburg. and attended the I. 
O. 0. F. memorial services there. 


Mrs. Ann Hawkins returned from 


a visit with her son, Frank and fam- 
ily of Centerburg. 


Nelson Carpenter 
of 
Fredonia, 


visited Newt Shultz and family Mon- 
day. 


Mr. and Mrs. Guy Laiulerbaugh of 


Mt. Vernon, were guests of Mr. and 
Mrs. Franks Sunday, the three chil- 
dren remaining for a longer visit. 


Mr. and Mrs. Charles Hatfield 


were Newark visitors Monday. 


Several from here attended chil- 


dren's day services at Simmons Sun- 
day evening. 
. 
- 


W. D. Stpughton returned Satur- 


day from a business trip to West Vir- 
-inia. 
_ 


W. H. Douglass is improving his 


louse with paint, also the home "of 
i\ L. Douglass. Will McBride is do- 
ng the work. 


[o. 9 South Third Street 


BY DOLLARS AND SHOE VALUES THE*GREATEST BIGGEST AND MOST GIGANTIC SHOE SALE EVER 
IN THIS PART OF THE COUNTRY. . 
. 
^V_UK 


BUY ALL THE SHOES YOU'LL NEED. FOR THE NEXT YEAR. BUY RUBBER BOOTS AND RUBBER SHOES 
THE 


CREDITORS' SHOE SALE IS NOT HERE TO- STAY-ONLY LONG ENOUGH TO SELL THE ENTIRE 
STOCK" AND 
GET THE MONEY TO PAY OFF THE DEBTS. , 
• 
' " ~ 


1 
;. 
\ 
' 


ALL WE ASK IS TO COME AND SEE WHAT WE CAN G WE YOU FOR YOUR DOLLAR. NEVER BEFORE WAS 
THE DOLLAR SO LARGE ,IT HAS THREE TIMES THE PURCHASING POWER. 
J^i uitj,.. WAb 


Never Before Was Your Dollar so Big 


Children's White Canvas Slip- 
pei-s, ?1.00 and $1.25 values, 
now' 


48c 


Very easy, cool and- dressy. 


Women's $3.50 Oxfords, now 


69c 


Women's Black Dress 
Ox- 


fords—low and high heels. . 


Men's flold Seal Hip Rubber 


Boots, $7.50 and $8.00 values, 
now 


$4.48 
':• 


Women's Tan Oxfords, $3.00 


values, now 


69c 


One lot Women's Oxfords, 


'tan Russia and yici. Low and 
high heels. 
.• ' 


Men's Shoos 
and" Oxfords, 


values to $8.00, now 


$3.98 


Stacy-Adams and other good 


lines. 
Every style to 
please 


you. 
: 
' , 


Women's 
White 
sXiib«ck 


and 
Canvas . Shoes;./ button 


styles; values to: $4.50, now 


$1.48 
, 


Girls' .$2.00 Shoes now 


_ 98c 


Girls' high grade 
summer 


dress shoes; patent and 
vici 


kid. 


Men's 
Oxfords, values 
to 


$6.00, now 
- 


' 
$2;98 


1 * 


To clean up the broken.lines 


in black and tan. 


Women's and Girls'.. JTi«-h 


Oracle Oxfords . and 
Pumps, 


White Canvas and 
Xubuck, 


values to $5.00, now 


$1.48 


Women's $3.00 Oxfords now 


48c 


One lot women's low shoes, 


tans and black, nobby styles. 


Men's 
High 
Shoes — Dr. 


Reeds—$5.00 values, now 


$3.48 


To clean 
out the 
broken 


.lines we have made an extra 
cut. 


Women's 
White 
'Canvas 


High and Low Shoes, values to 
$4.00, now' 


- " . 
• 
." 
• 
* 


98c 


Women's $2.50 Shoes, now 


98c 


Very new, stylish boots. 
To 


clean up the broken lines. We 
can fit you. 


Men's .«?S.OO and $O.OO Men- 


zies Extra High Top Shoes — 


; 
Now $3.98 


waterproof, 12, 14 and 18 in. 
height. 


Women's Black Suede Low 


Shoes—One, two -and 
three 


straps, values to ?5;00, .now 


Shoe Sale 


Note—Saturday will be the big day.-for us. We have adde dto our sales force 


twenty extra clerks. 
' 


DOORS OiPteN AT S A. Mi AND 


CLOSE AT 5:30.-EXCEPT SATUR- 
DAY NIGHT WE CLOSE AT 
10 


J 


« s 1 l.fl"L-|\E» O - 


. 1.. 


\ 
» sin-tii'":i 
1 
K-^if^A • 
nlni^/h* otr- 


.' ?? 
* V 
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GRADUATION 


EXERCISES M 
' 
TftYlORHAlC 


of Fourteen in Boxwell Coin- 
enceiiient^rM, -R. Scott De- 
livers the Baccalaureate 


Sermon. 


! An elaborate and impressive pro- 
gram was given at the annual Box- 
well, commencement which was held 
Thursday evening at Taylor Hall in 
the jy. M. C. A. The graduates were 
presented with diplomas, and all dfc 
them expect,to matriculate in ^hejio--' 
cal toga school when school ^ppensf 
next fall. 
, 
r 
• 
,)' 


The program waslopened with the, 


devotional exercIseB4, which were con-, 
ducted by the Re\f. D. A. Greene, pas-" 
tor of the ^oodside 
Presbyterian 


church. 'Immediately following the 
devotional exercises "The Star Span- 
gled T3anner""was; sung by Mrs. Chan- 
ning* Tucker-.** 


In requirement with the law the 


youtfiful- graduates delivered orations 
and readings that were very interest- 
ing; "and creditable' and-were well,re- 
ceived by the audience. 


Following, the (numbers by the grad- 


uates the baccalaureate address by 
Township, Clerk Milton R. Scott was 
delivered. 


Mr." Scott said in part as follows: 
"When I.first:learned that it be- 


longed to my office as township clerk 
to hold .the •'Boxwell commencement,; 
1 felt like exclaiming in. the language 
of a'great poet> whose natne I can riot 
recall, 
- 
/ 


'And must a theme that's so.divine, 
Degenerate into hands like mine.' 


"And the more I considered the 


matter the more fully iN realized that 
I was occupying one of the highest 
offices in the gift of the American 
people, an office second only to -that 
• filled by Woodrow Wilson—except in 
salary. "" • 


"And when I examined the laws of 


the state, I learned that it was the 
duty of the township clerk not" only 
to .hold' the commencement, -but. to 
deliver an address, to the blooming" 
graduates at; least an hour and a- half 
in length. £ also learned that it was 
the duty of the blooming graduates to 
listen to this address from •.•beginning 
to end intently, intelligently, pro- 
foundly, forbeariiigly, forgivingly, un- 
grudgingly, uncomplainingly and ev- 
erlastingly—without getting the least 
bit tired; Also you must believe ev- 
ery word I say—on your lives! 
"I' need not tell you that you -are 


all very young yet, and that life—I 
hope long life—is still before you. 1 
do most heartily- sympathize with the 
ahibitious spirit which has led you to 
prepare yourselves for 
the . Newark 


High' school, and congratulate you ;on 
your fadniislT6n::^'b^^th;e7CTgh school of 
this- great city of Newark. 
' I believe the'Newark High school 
will offer,, you your choice of the four 
or: five courses of study for which it 
is', equipped. Far (be it from me to 
advise any of you as to which •course 
any of you should select. Rather let 
me declare to you that whichever one 
of these courses jrou^may select.it;is 
in .your power.:to:-make .it . •they.'j.best 
course for you; ,that"3s if;-you;,-main- 
tain your interest;in it—and master it. 


• "I need hardly: caution .you against 
the putting of too much knowledge 
into* your little heads, but I will take 
thejiberty of cautioning you against 
any-tself-conceit on account of what- 
ever knowledge you may acquire in 
the High school; for I almost think 
that the chief thing-any one learns in. 
the process of education is .the fact 
that he knows so little and can learn 
so little in the short space of his: life 
o n t h e earth. • ; . • • • • • • 


"If you reach the highest measures 


of: excellence, let your lives be conse- 
crated to : the service 
of others. I 


would-not exhort-.you to the con- 
templation of great .deeds to be per- 
formed .when you reach the stature, of 
manhood and .womanhood-, but rather 
to the. friendly offices you may ren- 
der to. all classes of'people as, the 
days-are going by. Let me exhort 
you >to extend the largest possible 
measure of respect, ai\d good-will to 
yoiirvfellbw. men in all the walks of 
lif e,reveh as the sun shines: on the 
evil.and the good,, and the, rain falls 
oil the just and the unjust. Give no 
unpleasant feeling or sensation to. 
any "human being or to any of the 
lower animals that ^ you can properly 
avpid: 
- r"It is easy to prescribe rules of 
morality and good conduct; but the 
power to turn the minds and; hearts 
of men from the love of evil to the 
loye5•.. of virtue and righteousness be- 
longs only to those who walk on the 
King's highway of holiness and live 


HESOACHE AND DIZZINESS 


; Headache is never a disease. 
It is 


•Iwaya a flymptom. Applications, pow- 
dera- and tablets that ; drug the headachiB 


/ into-quietude are treating the symptoms, 
f not the disease, always a ruseless proceed-. 
ing ind often harmful.,. 
, 
, 


"When headache is associated with some 


dizziness it is usuaUy ;the result ;. of -nor- 


"' voiia exhaustion and will continue as long. 
as the person .who is overworked allows 
thre debility to continue. It rapidly, dis- 
appears when rest and the proper .tonic 
it taken. 
.-"••' 
'•".'' ".;• ':• 
<•.'•• , \. ' 
. .. 
sucn» 


re» 


of the^blopd' is unable to, 


keep toace. The best tonic for such a 
condition ia- Dr. Williams' Pink PiUs. 
These pills build up the blood and 
Bttenijthen the nerves. 
With this treat- 
mentr -unless" the oyerwprk, worry, ;6is 
whateTer has causjed:the nervous ,bre»jk- 
downi is persisted ih," the headaches, diz- 
sinesl, nervousness and irritability that 
characterize neurasthenia., rapidly dis- 


\ appear. 
', 
' . 
* . . • • . , . 
• 
. ' ' ' • • 
The Dr. Williams Medicine Company, 


Schenectady, N.,Y., will send freelon re- 
quest anelpM' little book on; wie home 
treatment of nervous disorders. Dr. Wil- 
liam* Pink Fills are obtainable at any 


' 


. 
•N^yousexh§ti8t?on,dihe |pausft;or su 


hcadiches and^diitzineas, results, f rpm 
Btrairi on the nerves iwith which the 


TOEMAIN STREET STORE 


Newark's Bluest Clothing Store For Dad[and The Boys' 


Big Sale NO\A/ On 


Might 


THE MAIN 5TREeT5TOR£ 


TL-•>-, IT • 
G».;*!>•• 
i i-j; TL^ HPL* j nr i 
1 he Union owinss Into Ihe Ihird Week 


of Its Greatest June Purchase Sale 


Hundreds of men have bought them the :^astrweeks--that; shows you what a good proposition it is. If you don't see these suits ibefore you buy, you'll 


do yourself a great injustice, for these suits are actual FIFTEEN TO TWENTY DOLLAR VALUES. 


M, 


,.# 


*l 
-$ 


Fancy Worsted! Suits 
Tartan Plaids 
Shepherd Plaid Suits 
Pencil Stripe Suits 


English Model Patch Pocket Suits 
AKl Styles for Regular Stout or Slim Men 


Every Suits is all Wool 
Every Suit Guaranteed 


^ 
. . 


Every Suit the Newest Style 


These Are the Prices That Bring Men 


m 


*Ft 
Ot 
F 17 1 
Hie btore or Values 


-NO LESS- 
-NO MORE- 


Ki*,-f 


. 
. 
.-- 
• . . 
,. 
, 
. 
' • 
I 
' 
. 
. 
. 
. 
. 


Special Barglin Flyers For Saturdp 


i| 
. 
. 
. 
_ 
. 
- .-... .- .... 
• 
. 
, 
- 
• 
- 
- 
. 


Save on Your Summer Underwear at 
* Straw Hats 
, 
--•JSBrts at a Big Saving 


""*' 
-^ 
^-> M 
, f «• -. ,. *.<>•. vj« Kf y*i i*!?-*.** -t V^*-— 
V^.— -<. - fu-Nj *PVI> 
- 
r O 
*-«i • 
_ ,» 
< j.^1 - 
», 
-r * -j^~- "wSfe^ " " ^ - - " j 
- ' 
1 " ' ' - ^ " 
f 
c ' 
' 
( 
w. 
* 
. 
~ 
• 
^J 
' 
- 
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1116 
UlllOn 
(if this season's aewest- straw; every $2.00 Madras SMrts 
$139 


• 
_ „ . 
o - • 
x 
' 
iQr* kind of shape and block; made to re- 
: 
• 
40c Balbriggan, 2-pieces 
-.......•-.. 
l»c 
r 
'$1 50 Sra^ptto Plhirtq 
' 
«Qr» 
75c Baibr%gan,^mon or 2 pieees ...............,: 43c tail at $3.50, $3.00 and $2.50 - your ^^^ttc bnnts 
89c 


$1.00 Balbriggan, union or 2 pieces ....... 
... ...79c 
choice, 
/ 
. 
. 
• - , . 75e Work Shirts 
45c 


$1.00 Nainsook Union Suits 
.,.,.....590 
"&"'•*• 
} 
"• 
.;• 
; : , • ' ' . . - . 


$1,50 Union, Suits-......... .....;........;... ......'95c 
4 
^jj 7Q 
$1.50 Silk Hats and Caps 
........89c 


35c Children's Union Suits 
.:......;... 19c 
. 
- 
M..!^' 
Silk Hose, all colors 
..43c 


Ties 


Men's beautiful 50c Ties—Special Saturday 
29,c 


Wash Ties, 35c values 
19c 


Forty stjdes in Arrow Collars. 


OPPOSITE ADVOCATE 


Special Sale of Men's 


$3.00 and $3.50 Pants— Saturday only. . . :.-.... ; . ... $1.95 


O 
*' 
i 
8 
v 
O ' •'^•'••' '1- • • • : " ii'v . ' : ' ' \ 
opeciai ..! apecial 


*$6.00 and $7.00 Panama ;Hats--Sai:urd^y :onlyi . . ,:,. $3:95 


OPPOSITE ADVOCATE 


REMAIN STREETSTQRE. 


in daily communion with the spirits 
of tile, just made perfect.; 
. 


••'Who can. defirie'/this gift which 


the Lord of Heaven has offered to 
all of us. in greater or Jess-measure? 
"It is the flavor of the apple;, it is the 
fragrance of the flower: ,,i,t-!is; the 
beauty, of the sky; it is the-brightness. 
of the sun; it -is- the sprig, of the 


;mprhing stars; it is the breath of 
Him who created the worlds!" 


After the. haccalaureate address the 


diplomas were delivered to the six- 
teen graduates, toy Otto A. Bryan, 
after which the class.-, was • welcomed 
,to.Newark ;H.igh,school by Principal 
Oren J. Barrnes. 
. 


A ibrief and, .appropriate address, 


then-followed by O.' C; Larason, and 
the .commencement was- concluded by 
another solo, by Mrs.; Thicker. • 


The gradates are. Helen; MoMUleii, 


Edward Vogelmeier,; Pearl Pinkerton,' 
Dewey- Boner, Carrl Ogel, Earl E. 
^GlarK, 
Hester 
Shoemaker, 
Lcra 


ieigiitie. ,;Gladys Nye, -••Miss"'. Bv De- 
Ereese, Manly Foster, , Samuel Hol- 
lerr, Ernest Cady and Arthur Evans. 
ans.' 
" —..,- 
:-•.. 
-•' 
.-.'..... ' 


State News 


Mrs. Dora B. Johnson, of Ironton, 


wife of .former • Congressman. A. R; 
J.ohcson, of the Tenth Ohio District 
died after a five monttiis'ftjllness.^ 


" • ' . ' ' . 
• 
' 
. 
. 
.' 
.•. 
• 
/ 


. A bushel of jewelry and watches 
was found in the possession, of 16 
year old boys, who are said to have 
confessed to a series 
of 
startling 


robberies at Lima. 


Navarre. 
He'was out walking when 


along 
side 
the 
railroad 
tracks 


he was ''seized with an- attack and 
fell in- front of a.passenger train. 


James McDonald, 90, said to be 


.the oldest Mason in central .Ohio 
•"died at hjs^hpihe • -in West: liberty 1- 
Heuwas .a retired farmer.: 
- 


John R. Walter, 90, a veteran of 


the Mexican war-died at his home at 
West Brookfield, near Massillon. 


The reward offered for the return! 
vof the Schwilk auto stolen by the 
Jones brothers in their escape from; 
Franklin, county has been paid to: 
Huber Long and 
I. 'S. Greek 
of 


Centerburg. 


May, the 9 year old daughter of 


Mr. and Mrs. I. Sivetts, fell;from a 
horse that she was driving at Dan- 
ville, O., and fractured her hip. 


Walter 'Selneld, 20, is dying at his 


home in Sandusky as a result of 
being-'shot when a party of friends,- 
who were serenading Selneld and his; 
.bride, 
accidentally 
discharged. a 


shotgun he. was carrying. 
, 


James Newborn, 21, painter, was 


seriously injured in Zanesvllle when 
he fell a distance of 25 feet from a, 
ladder. 


:, The Helen Purcell tag ! day. at 
Zanesyille, netted $922.83 which will 
bf> used,to, defray the expenses* of>the 
Helen Purcell;Hoine.i"; •;.'.. 


Fits to which he was subject cost 
the life,of • Anapa*AVeidman,,' 46 ,of 


The Western method of vaccina- 


tion for-smallpox 
was introduced 


into Afghanistan about 12 years ago 
by Miss. Lillian Hamilton, who up 
to 1913,t held, an 'appointment at 
Kabul for three years as medical 
adviser to the Amir's harem. 


iRead, Advocate ;iW»nt«: tonight ; . 


Jrwo, CRUISES 
AROUND tJ 


WORLD 


„ '_ \ through the ( 


PANAMA CANAL 


i 
Leaving New 
York 


by the large Cruising Steamships 
CINCINNATI, JAN. 16 
Ports of Call include SanDiegoatthe 


. time o£ the Great San Diego 


Exposition a n d . 
. 
. 


I f AM 91 arriving at San Francisco at the opening 
'»JAW«»1 . 
Of thePanama.Pacific Exposition 


DURATION Each Cruise 135 DAYS^-Cost $900 Up 


~v including all necessary expenses aboard and ashore ; 
. . 


' 
Writ* for IllttjitrateiJBatliht' 
' 


HAMBURG-AMERICAN LINE 
41-45 Broadway, 
New York . 
or Local Agent* 


FDR SALE BY 


ROE 


i'."••' 


IT'S KOHN'S 


JUNE 20. 1914: 


,, . 
- , . 
. . . . . i ^ 
. . - . - 
' . - * . . - 
• 


Bona Fide Whiske3r, bottled in bond 
full quarts, only 


Our, own bottling of .Guckenheinier Straight 
Bye Whiskey^ full quarts, only. .'.. . .... . . _____ . 


Kohn's- Special Whiskey,- regular price 75e 
per quart ail Saturday, Special . ... . .... . . . . . 


California Sweet Mission anbl Angelica, 
full quarts ,only . . . ... .... . . . . . . . ... . . 


Kqhu's. .Darling . , Straight 
8 year 
ol#v- 


Whiskey, drawn, .right from ', the barrel •• i ':-,\ • ./ 
$4.00 perx gallon or per. quart .';...'.,."..'...•.. .,,'..;. .'. 


S KOHN'S 


18 NORTH PARK PLACE, NEWAEK. 0. 


Citz. Phone 
Bell Phone 


1163 
B12-W 


( 


f 


'•-.- 
• : . ; • - - ; ' - . ' - . ' ' •" .''^Vte^! ;*/^fM^. 
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EPWORTH LEAGUE 


SILVER JUBILEE 


JUNE 24 AND 25 


' 
^ 


Newark will be the meeting place 


next Wednesday and 
Thursday 
of 


150 delegates from the 
Zanesville 


district of the Epworth league, coin- 
'prising parts of several Central and 
Southeastern Ohio 
counties, when 


the district organization will 
cele- 


brate its silver jubilee, with sessions 
in the new Neil Avenue JVI. E. church 
Rev. P. H. Fry, pastor. 


Dr. William. Sheridan, of Chicago, 


general secretary of the 
Epworth 


league, will be one of the 
distin- 


guished visitors 
scheduled 
for 
a 


place on the 
program 
Wednesday 


night and Thursday morning. 
Dr. 


Herbert Welch, president 
of Ohio 


Wesleyau university, also will deliv- 
er an address Wednesday in the op- 
ening session, beginning at 1 o'clock. 
The program follows: 


June 24th, 1 o'clock—Devotional, 


Rev. P. H. Fry, Newark; address of 
welcome, Bert Shrider, Newark, re- 
sponse, Rev. H. H. Wilbur, Junction 
City; address by Dr. Herbert Welch, 
president, Ohio Wesleyan, Delaware; 
department of 
spiritual 
work 
in 


charge of district first vice president, 
Hazel Henke of the Euclid Avenue 
League; 
talk, 
"Increasing 
One's 


Value." Reed Alexander, Pataskala; 
"The Dependable Epworth Leaguer," 
P. Archer Harlan, ilo\ahala avenue: 
"Look Up and Lift Up, ' 
Etna K 


Voght, ZanesMlle; music 


Evening, 
7 
o'clock—Devotional, 


Rev. H. G. Gordan, 
Ihff s 
charge, 


special music bv West Main 
street 


choir; remarks by 
executive com- 


mittee; address by Dr. W F Sheri- 
dan, general secretary, Chicago: so- 
cial hour and reception in charge of 
district fourth vice president, 
JMiss 


Edna Ermine. 


June 25th, morning — Devotional, 


Rev Karl B. Alexander. Alexandria; 
round table, conducted bv Dr W F. 
Sheridan; intermission- 
department 


of world evangelism, motto, 'Where 
There is no Vision, the People Per- 
ish/' Prov 29-1 S; 
(1) talk 
"Obedi- 


ence to Visions Brings Victory.'' 3 
E F Andree, (2) talk. 
".My Vision 


and Mj Call," Miss Grace 
England 


Grace church: (3) talk, "The Place of 
Vision in World Evangelism " Rep of 
Jlalta League, ilalta, music, depart- 
ment of mercy and 
help, (1) talk, 


"Social Service," George Deaver: |2) 
paper, 'League Work That Counts,' 
Clara 
Reelhorn, 
Frazeysburg 


paper, 'Privileges and Obligations of 
the Third Department,' to be select- 
ed; music; address by Dr. J. Knox 
Montgomery, president 
of 
Muskm- 


gum college, New Concord. 


Afternoon—Business 
session, 
(in- 


cluding reports of district officeis and 
committees, elections, etc.); music; 
3 15 Junior League work, a sjmpo- 
sium, talks "Ho-n I Got the Junior 
League Vision and What Came of It, 
Daisy Dunaway, Moxahala avenue, 
"What We Would 
Have Missed m 


Our Church, Had 
We Xo 
Junior 


League,'' Florence Jones, 
Roseville, 


"Some of Our Victories This Past 
Year,' Mildred Stinchcomb, a Junior, 


CORRECT SOLUTIONS OF ADVOCATE CONTEST PICTURES 


•43—Modern Man and Maid 
Stuvtk Grand 


V T. 


•The New Woman 


4-4—Sweet P's, 
Julia 31. Lippman 


Sydney Griiudy 


New Lexington. 
"Have the 
"Pastors 


the Junior League Vision?" Rev. E 
E. Stone, Pataskala, 
song 
bv 
tiie 


Juniors of West Main street. Newark; 
music, address, "Vision and Victory,' 
b> Dr. A. H. Norcross, district super- 
intendent; installation of officers 


Physicians Are 


To Occupy City's 


Church Pulpits. 


(ASSOCIATED PRESS TELEGRAM! 


Philadelphia, June 19—In con- 


nection with a city-wide observance 
of "Public Health Sundaj," pulpits 
in fifty of this city's churches v\ill be 
occupied next Sunday morning and 
evening by phjsicians 
of national 


prominence, who will discuss topics 
of public interest relating to public 
health and morals. 


The sixty-fifth annual session of 


the American medical association 
will open in Atlantic Cny on Mon- 
day and the observance of "Public 
Health Sunday" in this city has been 
arranged in connection with 
this 


convention by the council on health 
and public instruction. 


46—Mj Soldier Lady 
EUa Hamilton Durley 
47—Folks Irom Dixie 
Paul Laurence Dunbar 
48—T\Yilh the Wild Geese . 
Emily Lawless 


KANSAS HAS 


ENOUGH MEN 


FOE HARVEST 


Topeka, Kan , June 19.—"Kansas 


has enough harvest hands. Between 
30,000 and 40,000 men have come to 
the state in the last two weeks," 
said W. L. O'Brien, labor commis- 
sioner of Kansas, last night 
Mr 


O'Brien today sent telegrams to free 
employment agencies in other cities 
requesting that no more men be sent 
to this state except on specific in- 
structions. 


GRANVILLE R. D. 3. 


Mr 
and Mrs 
Byson Evans and 


Mr. and Mrs. J. T Phenegar attended 
the Knights of Pjthias memorial in 
Newark Sundaj afternoon. 


Miss Geneva Carpenter is visiting 


Miss Eva 
Timons 
of Johnstown, 


Ohio. 


Mrs. Claondia Starner who has 


been visiting her parents Mr. and 
Mrs. Thomas Vauderback, here, has 
returned to her home in Cleveland. 
She was accompanied home by her 
sister Miss Lillian Vanderback who 
will spend her vacation with Mr. ancl 
Mrs. Starner. 


The -doctor should at least demon- 


strate that practice makes perfect. 


All Play 


and No Work 


That's the way a vacation should be,Isn't it? 


With no time for cooking, yet the pleasures and activities 


of vacation — the rebuilding time — demand vv holesome, nour- 
ishing food. 
~ 
i 


Try 


Grape-Nuts 


Its delicate sweet, delicious flavour is particularly appeal- 


ing during the hot months when the appetite lags. 


Made of whole wheat and barley, Grape-Nuts contains the 


essential elements for re-building the 
body—especially 
brain 


and nerve centres. 


Grape-Nuts is partially pre-digcsted—the starch cells bro- 


ken down to aid quick, easy digestion. 
And jou know one 


feels cooler and more comfortable in hot weather on easily di- 
gested food. 
^ 
__, 


It's easy to serve Grape-Nuts. 
Just pour what is wanted 


direct from the package, add cream or milk and sugar, 
i 
"There's a Reason for Grape-Nuts" 


—sold by Grocers everywhere. 


ROUGH WEATHER 


KEPT CREWS IN 
AT POUGHKEEPSIE 


Poughkeepsie, N Y , June 19.— 


The continued unfavorable rowing 
conditions on the Hudson have put 
the six coaches and 15 crews of the 
Universities of Cornell, Wisconsin, 
Pennsylvania, 
Svracuse, 
Columbia 


and Washington on the anxious seat 
and the strain is being felt in the 
various quarters along the course. 


This was another day of heavy 


wind and rough water and several 
crews were almost swamped during 
practice. 
The water this evening 


was so rough that Cornell and Syra- 
cure did not venture out. The Pe'nn- 
svlvania crews had a narrow escape 
from being swamped by rollers from 
a steamer. 
W. G. Sharp to be New 


Ambassador to France 


n. 


President Wilson has named Wil- 


liam G. Sharp, representative in con- 
gress from Elyna, O , for ambas- 
sador to France. 
Mr. Sharp's name 


has been sent to the Senate, where 
it will soon be acted on. 
If he is 


confirmed he will take the place of 
Myron T. Heirick, former governor 
of Ohio, who has long represented 
the United States at the French cap- 
ital. While Mr. Sharp has not shone 
as one of the brilliant men of the 
House of Representatives, 
he 
has 


been one of tho solid men on the 
democratic side. 


The work teams of the fanner 


from now on more than any season 
in the year are his fortune. 
Do 


not be wasteful of the energy, the 
health nor the general condition of 
your power animals. 
Give 
them 


the proper tools with which to work 
—good harness, right rations and 
reasonable care. 
They will repay 


you many times over in greater ef- 
ficiency and in perfection of condi- 
tion at the end of the long, hard 
working season. 


THE STYLE SHOP 


Has Arranged a Sale of 
New Summer Dresses 
and Panama Hats for 
Saturday at June Sale 
Prices 


WASH DRESSES $3, $4, $5 


Actual values $4 to $8. Assortments are so great 


and styles so diversified that columns of newspaper 
space would give only a vague idea of variety. Contains 
everything that is smart and up-to-date. « Fabrics 
are 


Voiles, Crepes, Eice Cloths, Batiste, French Linens and 
Lingeries—best plain shades, stripes, Dolly Vardcus 
and others—newest styles, including, those • with the 
much-favored Eussian tunics. 
PANAMA HATS, CHOOSE AT 


$2.5O and $3.5O 


The vogue of these Hats is constantly 
increasing, 


and the importers' prices are advancing accordingly. Al- 
though we could not duplicate our purchase of hats 
which we sold recently at $1.98 and $2.98, we have fortu- 
nately been able to secure another lot at concessions 
from the present higher import prices, which permit us 
to offer them, at the very attractive prices above named. 
The shapes include the picturesque negligee effects and 
the smartly blocked Dress Hats of fine, pliable weave and 
excellent quality. Shapes and sizes for both misses and 
women. 


Outing Hats of Felt and Corduroy at 98c and $1.48. 
The best Wash Skirts you ever saw for the money 


ai $1.48 and $1.98. 
- 


y^A 


WARDEN HOTEL BLOCK McClain's II. L. LOAR, MANAGER 


You Want to Sell That House, an Advocate Ad Will Do It 


c»&*«m»*»ji^fi*a*w^ 
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THE NEWARK DAILY ADVOCATE 
PAGE'NWIM 


SILK 


Glovd 


Look at 


Silk Gloves 


through the eyes of your 
own experience* 


. , 
Compare 
all other silk gloves 
by the "KAYSER" 
standard of wear, 
of fit, of style and 
the result will 
Stove why.more 


KAYSER" Silk 


Gloves are sold than 
all other silk gloves 
in the world. 
Look for "KAYSER" in the hem. 
You will find it hi the genuine. 
A guarantee ticket with every pair 
that the tips outwear the gloves. 


Short "KAYSER" Silk Gloves 50c to S1.25 
LOOK "KAYSER" Silk Gloves 75c to $2.00 


AT ALL STORES 


SUFFRAGE PLANK 


IN PENNSYLVANIA 


Warren, O., June 19—Endorsement 


of suffrage by two 
ot 
the 
three 


strongest political parties in Pennsyl- 
vania is viewed by Ohio suffragists as 
a strong lever" tor the recognition ot 
their cause by Ohio political parties 
The Democratic^platform in Pennsyl- 
ivania says: 


"The denial of the right of suffrage 


to the women ot this state has 
aroused a deep feeling that they are 
deprived of those equal rights 
to 


which, as American citizens they be- 
lieve they are entitled. We favor an 
immediate referendum on this im- 
portant question." 


The Progressive platform also de- 


clares for woman suffrage. 
The Re- 


publican platform has not yet been 
trained 


COMMISSION TO 


PLAR CAMPAIGN 
AGAINST FEDERALS 


[ASSOCIATED PRESS TELEGRAM] 


New York, June 19 —To plan a 


campaign against the federal league 
clubs that have recently secured the 
service ot many players from 
the 


ranks ol organized baseball is said 
to be the object of the meeting here 
today ot the national commission. 
The commission also has before it 
the ultimatum of Manager Dunn, of 
the Baltimore International Glut) to 
waive the draft rule and class the 
International as a major league, or 
see the Baltimore team transferred 
by sale to Richmond, Va. 


25 Years Ago 


(From Advocate, June 19, 1S89.) 


Wm. Powers, Panhandle yard mas- 


ter, mother and little daughter Aggie, 
left today for ra visit in Indianapo- 
lis, Ind. 


Miss Laura C. Bane has accented a 


fine position as matron of one of the 
cottages at the Boys' Reform school 
at Louisville, Ky. 


Byron Clark is here from Chicago. 
(Mr. and airs H C. Strong went to 


Saiidusky this morning 


Mrs. T. H. Sites is 
visiting Mrs. 


Spangler in Zanesville. 


Sheriff A. J. Crilly, Prosecuting At- 


torney J. M. Swartz, Hon J. D Jones, 
J. E Lawhead, Esq, went to Newton 
township today to attend a birthday 
surprise partj on Mr. Robert Horton. 


Mr Ed Ferguson, a former Newark 


citizen, returned from Silverton, Col., 
today after being away for twelve 
years. 


Mr Fred Lisey, the wholesale deal- 


er in the City Ilall building, is hand- 
ling over 100,bunches of bananas a 
week. 


CUTTERS WILL 


BEGIN SEARCH 


FOR DERELICTS 


[ASSOCIATED PRESS TELEGRAM! 


Washington, June 
19—To 
free 


the north Atlantic of derelicts, the 
revenue* cutters Seneca and 
Miami 


early in July will establish an inter- 
national patrol in those waters as 
authorized by the international ma- 
ritime conference in 
London last 
year. 


At present the two cutters 
are 


working out of Halifax to warn ves- 
sels against 
icebergs 
which 
may 


cross the paths frequented by steam- 
ers between the United States and 
Europe. 
iAs soon as the danger of 


icebergs has passed the two cutters 
will search for derelicts which im- 
peril shipping. 


That the teaching of English in 


the high school needs thorough re- 
organization to bring it into touch 
•with modern social and industrial 
demands is frankly stated by Prof. 
James F 
Hosic of 


Teachers' College. 


the 
Chicago 


A Springfield (Mass,) man has a 


meerschaum pipe 103 years old. 


Fifty Years Ago Today. 


June 19. 


Confederate cruiser Alabama, 


which bad captured and destioy- 
ed" sixty United States merchant 
vessels, was sunk in battle by 
the United States corvet Kear- 
sarge. 
The action took place 


off Cherbourg, France, and last- 
ed one hour and two minutes. 
Forty of the Alabama's crew 
lost their lives: the survivors, in- 
cluding Captain Semmes, escap- 
ed by taking refuge on a Butish 
vessel. 


General Johnston's Confederate 


army evacuated its lines around 
Kew Hope Church, Ga.. and re- 
treated toward "Kenesaw moun- 
tain. 


Twenty-five Years Ago Today. 


Relations between Germany 


and France under President Car- 
not's rule were more cordial 
than at any previous period in 
the history of the republic. 


FILES REPORT 


WITH SCHOOL 


COMMISSIONER 


Superintendent 
Hawkins 
ofx the 


local schools has completed his re- 
port vwhlch is filed with the 
State 


School Commissioner and the County. 
Auditor. The report covers the period 
from .September 1, '1913 to September 
1, 1914, and deals largely with mat- 
ters of instruction. 


There are 125 teachers employed, 


consisting of 15 men and 110 women. 
Of this number, 95 arre in the ele- 
mentary schools, 21 
ir> 
the 
High 


sch'ool, 6 special supervisors and 3 
supervising principals. Nine of these 
teachers taught their first year. 


The average salary of women in the 


elementary 
schools is 
$59.80 per 


month. The average salary of women 
in the High school is 
$90.00 per 


month. 
The average salary of men 


in the High school is $119.16 per.month 
and of men doing special 
work is 


$112.20 per month 
The above aver- 


ages are based upon a 9 1-2 month 
term. 


The total number of pupils enrolled 


in the elementary school is 3,701, 
consisting of 1,895 boys 
and 
1,806 


girls. Tha number of pupils enrolled 
in the High school is 660 consisting 
of 270 bays and 390 girls. The total 
number of pupils enrolled 
in 
the 


schools is 4,361, consisting 
of 2,165 


boys and 2,196 girls. 


The average daily attendance 
of 


pupils in all schools was 3,813, which 
is 94 per cent of the average monthly 
enrollment and is an unusually high 
per cent. The total nuirber of youth 
between "six and twentj-one years in 
the city district is 6,198. ..The costs 
for elementary instruction and super- 
vision is 60,659.10. The cost of High 
school instruction and supervision is 
823,950. The averasre cost per pupil 
in the elementary schools for instruc- 
tion and supervision on the daily ati 
tendance is $18.80. The average cost 
per pupil for instruction end supervi- 
sion in the High school on. the flails; 
attendance is $38.20. 
, 


The average age of pupils upon en- 


tering the High school is 14 and 1-2 
years. Tie whole number of gradu- 
ates in the High school is 1438, con- 
sisting, of 435 iboys and 1003 girls The 
average -cost of instruction per pupil 
in the elementary schools is 2C cents 
iper pupil more this year than last 
year. 
The average cost for instruc- 


tion per pupil in the High school is 
20 cents less this year than last year. 


The report shows that the approxi- 


mate value at the present time of all 
school property, including 
grounds, 


furniture, and apparatus is $619 000. 


Steamers Ready 
/ 


To Make Use of 


The Waterway 


(ASSOCIATED PRESS TELEGRAM! 


Washington, June 19.—Six estab 


lished steamship lines already "have 
eeryed notice upon the Panama cana 
management of their 
intention 
t< 


make regular use of the waterway 
One vessel from the west coast port 
of South America will be at the Pa 
cine gates of the canal July 3, seek 
ing to make her way to Liverpoo 
toy the route and thus to initiate a 
fortnightly service 
between Liver 


pool and the west side 
of 
South 


America. 
An American 
steamship 


line now operating four steamers on 
the Pacific side and six on the At 
lantic are waiting the opening 
o 


the canal to meige all ten 
into a 


Tegular lin,e between San Francisc* 
and New York. 


The Author of 


"Charlie's Aunt" 


Dead in London 


[ASSOCIATED PRESS TELEGRAM! 


London, 
June 
19 — Brandon 


Thomas, actor and playwright died 
here today aged 58. 
He was bes 


known as the author of "Charley"; 
Aunt," a play which was performed 
many thousands of times in all part 
of the world and in numerous lang 
guages. 
. Mr Thomas studied civil engineer 
ing hut left that profession in 1S79 
to hecome an actor and had a very 
successful career on the stage fo: 
28 years. 
„ 


West Pointers Are 


Assigned By the 


War Department 


[ASSOCIATED PRESS TELEGRAM! 


"Washington, June 19.—The 
ca- 


dets who last week were graduated 
from the military academy at West 
Point today were assigned by 
the 


war department to the arms of the 
service in -which they 
will 
begin 


their active military careers." 
The 


first 15. in recognition of their dis- 
tinguished standing, were assignee 
to the engineer corps 
Of the oth- 


ers 21 were assigned to the cavalry 
arm, 7 to the field artillery, 23 to 
the coast artillery and 43 to the in- 
fantry.. 


GREAT BLAST OF 


30,000 STICKS 


OF DYNAMITE. 


[ASSOCIATED PRESS TELEGRAM] 


Allentown, Pa., June 19.—Allen- 


town was shaken last night by the 
greatest blast that was ever set off in 
the slate region when 30,000 sticks 
of dynamite buried 105 feet deep 
in 28 holes loosened at least 150,- 
000 ton of rock. 
The blast was a 


test of new instanteous fuse with a 
speed of 18,000 feet a second. 
It is 


said to have been the first time it 
has been used in the United States, 
it having been heretofore employed 
principally in submarine work and 
at Panama. 
PROLONGING LIFE 


BRIGHTS DISEASE 


Answered. 


"Now, my good man," said the 


bullying young prosecuting attorney, 
"you say your name is Johnson and 
that 
you 
live at 
Medicine Hat. 


What, may I ask is your occupa- 
tion'" 


"Occupation'" queried the witness. 


"Oh, I farm part of the hatband."— 
Judge. 


SHOE; 


\10f 
lot 


NOSE AND HEAD STOPPED UP FROM 


COLDJR CATARRH, OPEN AT ONCE 


My Cleansing, Healing Balm Instant* i 


ly Clears Nose, Head and Throat 
—Stops 
Nasty 
Catarrhal Dis- 


charges. Dull Headache Goes. 


Try "Ely's Cream Balm." 
Get a small bottle anyway, Just to 


try it—Apply a little In the nostrils 
and instantly your clogged nose and 
Btopped-up air passages of the head 
will open; you will breathe freely; 
dullness and headache disappear. By 
morning! the catarrh, cold-in-head 
or catarrhal sore throat will be gone. 


End such misery now! Get 
the 


small bottle of "Ely's Crjeam Balm" 
at any drug store. This sweet, fra- 
grant balm dissolves by the heat of 
the nostrils; penetrates and beala 


the inflamed, 
swollen 
membrane 


which lines the 
nose, 
head 
and 


throat; clears 
the air. passages; 


stops nasty discharges and a feeling 
of cleansing, soothing relief comes 
immediately. 


Don't lay 'awake tonight strug- 


gling for breath, with head stuffed; 
nostrils closed, hawking and blow- 
ing. 
Catarrh or a cold, with 
its 


running nose, foul mucous dropping 
into the throat, and raw dryness is 
distressing but truly needless. 


Put your 
faith—just 
once—in 


"Ely's Cream Balm" and your cold 
or catarrh will surely disappear. 


F. D. Hall, 10 North Side' Square, 


Newark, 0. 


It is hard for physicians who have 


had nothing but failure in 
chronic 


Bright's Disease to believe that there 
is such a thing 
as 
recovery 
and 


many honestly feel that patients re- 
porting recovery under Fulton's Renal 
Compound are but temporarily beno- 
fitted. 
Let us refer to the case of 


the daughter of the late N. W. Spauld- 
ing, former U. S. Sub-Treasurer 
ot 


San Francisco. 


After her father "had 
spent 
ten 


thousand dollars" in efforts to cure 
her and the dropsy came and the end 
looked near she was put on Fulton's 
Renal Compound. To use the words 
of the physician, let us say that she 
was 
"temporarily 
benefitted." 
We 


must now stretch ' temporary" 
to 


twenty years, for it was twenty years 
ago, and she was living and attending 
to her household duties at last ad- 
vices, in January, 1914. 


For sale at Hall's Pharmacy, 


for pamphlet. 


Ask 


STOCK NOTES. 


To make pork cheaply a perma- 


nent pasture and forage crop must 
be maintained. 


Shade and shelter should be in 


every sheep pasture. 
If there are 


plenty of trees , well and good;- 
otherwise a cheap building should 
be put up. 


Never 
give water 
or oats to a 


warm horse until he has been in the 
stable an hour and has had some 
hay. 


In the future 
our beef 
supply 


must come from small farms. 
Why 


not raise a few beef cattle ,each 
year to consume the surplus hay and 
grain crops? 
\ 


Always keep plenty of clean, fresh 


water where the hogs may drink at 
any time. 


Apple wood is the favorite mate- 


rial for ordinary saw handles, and 
some goes into so-called briar pipes. 


PIANOS 


AN ACTUAL DEMONSTRATION 


Will convince you that our player- 
pianos interpret most faithfully the 
heaviest classics of the masters, as 
well as the popular jnusic in lighter 
vein of. today. 'FiH*your home with 
.divine harmony and with the heav- 
enborn 
inspirations 
of crowning 


genius. 
Every allowance made 
for 


installment payments. 
A. L/ Raw- 


lings. 
6-18-d-3t 


lite Peculiar to Women 
There is one remedy which has for 
over forty years been instrumental 
in restoring full health and strength 
to women who have suffered from 
weaknesses and irregularities 
lecuhar to them. That remedy is 


DR. PKERCE'S 


If In TaMet 01* 
lllquid Form. 


-,ItAviU help you. In 
^justice to your$eJf 
give it a fair trial. 


DON'T TAKE A CHANGE ON 


LAST YEAR'S WALL PAPERS 


We have a wall 


paper show that was 
never showrk before 
the Spring of 1914. 


It is a new depart- 


ment, and there's 
consequently not a 
thing in it held over 
from last year. 


We didr?t put in 


for any special class 
of people. We put 
it in for all the peo- 
ple of Newark. 


You can get every- 


thing in wall paper 
here, from the finest 
imported papers to 
the inexpensive kinds 
and you'll get full 
money's w o r t h in 
each case. 
The diversity of patterns 


is endless. 
The range of 


price is from the lowest to 
the highest. 


Inasmuch as it is a new 


department, you can rest 
assured that we have done 
our utmost to make it a 
place of big , values. 


Won't you come in and let us help 


you select the papers you need? 


The Marietta Paint & Color Co, 


COMPLETE SUPPLY HOUSE FOR 


PAINTERS & DECORATORS. 


GENERAL OFFICE 


28 ARCADE. 


" 


The 


Sunkist Orange 


With the Different Flavor 
Ask for "Sunkist Valencies" 


The Valencia Sun- 


kist is the California 


"Summer Orange—a 


sweet, juicy, luscious 


fruit, ripened on the tree. 


Easy to peel, and practically 


seedless. 


Some are dark in exterior appear- 
ance, some lighter in color. But 
all are a deep red inside and spark- 
ling with healthful juice. 
f 


Oranges are picked irTCalifornia every 


day in the year/and the Late Valencia is 


one of the very finest ever grown. 


Glove-picked, tissue-wrapped, shipped right 


from the tree—you get it fresh with the real 
tree-ripened flavor. 


Don't buy merely "oranges." 
Buy the 


California Fruit 


Growers Exchange 


139 N. Clark Street, CHICAGO 


(244) 


Sunkist Valencias. 
See what you 


missing in not getting this brand. 


are 


Try These JLemons, Too 


Use Sunkist Lemons to serve with fish 


and meats. Use the juice wherever you now 
use vinegar. These are the best looking and 
the best lemons sold. Juicy, fully flavored 
and practically seedless. There's a vas.t 
difference in different brands of lemons. 
Try "Sunkist" and see. 


Beautiful Rogers Silver in 
Exchange for Wrappers 


Go buy a dozen each of Sunkist oranges 


.and Lemons and save the wrappers 
bearing the Sunkist trademark. Then 
send in the coupon below and find 
j^^ 


out how to exchange the wrap- ^r r vt 
• J 


t 
t_ 
i.-t 1 v. 
^^r 
California 
pers for beautiful Rogers 
^FruitGrowers 


Silverware ^A 
Exchange 


for your ^£r "9 N.CI.rk Street. Chic««o 
table. 
^Sr 
Ma-'l us this coupon and we -wffl 
^ send you our complimentary 40- 
pag:e recipe book, showing- over 110 


•ways o£ usine Sunkist Oranges and 
Lemons You will <Uso receive our illus- 
trated premium book which tells yon how to 
trade Sunkist wrappers for beautiful table sQ* 
ver. Send this coupon or "irtl at above address. 


Address-.. 


Extra | 


Trousers 


Free! 


Fit, Style and Qnalitj Guaranteed 


A Tremendous 


Success 


This is not newspaper talk, hut REALITY, which 
our 


records prove. Why this success? Because people have come 
to realize that our values aie legitimate and 
our workman- 


ship unexcelled 
This is why we are kept busy and will be 


still busier this week. If you have not tried a 


Scotch Woolen Mills .Go's Suit 


do so now while our Free Trousers offer holds good and let 
us prove to you that any assertion we make to the public is 
hacked up to the letter. Fair dealing and one price to every- 
body. 


Suits—Top Coats-To Measure 


Union Made. 


$15, $18, $20, $22, $25, $28, $30 


Extra I 


Fancy Vest 


Free! 


Including Extra Trousers or Fancy Vest Free. 


Scotch Woolen Mills Co. 


25 North Third Street. 
E. P. Gruber, Mgr. 


Pressed and Repaired Free of Charge. 


One glance at this shoe will convince you of its style; one try-on 


of its wonderful comfort, one week's wear that it is the shoe you have 
been looking for. 
Come in tomorrow and see the new models. 


Oxfords $3.50 and $4. 
High Shoes $4, $4.50 and $5- 


LINEHAN BROS. 


SIXTY TWO YEARS 


SQUARE DEALING HAS MADE US 
THE 
LARGEST MUSIC 


DEALERS IN SOUTHEASTERN OHIO. 


We are exclusive agents for the Aeolian Company's Famous 


Pianola-Pianos. Prices 
v- 
$450 to $125O 


Our Pianos are selected from among the best in their differ- 


ent grades. Prices .. $150—$200—$25O—$30O—-«P to $650 


"ItARGAIN PRICE ON A SECOND HAND PIANO IN WAL- 


NUT CASE 
The Munson Music Co. 


27 W. Main St. 


(Established 1851.) 


Newark, Ohio. 


AN AD IN THE ADVOCATE CLASSIFIED COLUMNS WILL PA1 


STEPHAN 


17 South Side Square 


JOHN H. 8WARTZ, 


ATTORNEY-AT-LAW. 


Practice In an courts. Will attest 
promptly to the business entrusted to 
him. 
Special attention given to col- 
lections, administrations of estates, ac- 
counts of administrators, executors; 
guardians and trustees, carefully stated 
and attended to. Special facllitle* for 
obtaining patents In all countries 


•M TRTTPT 


BAZLER ft BRADLEY 


Funeral Director! 


Are at your lervlce <J*v or nlftht. - 
•Mlitant. Free ambulance Mrvlc*. 
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National League 


How the Clubs 


Club 
Won. 


York 
L'9 


Cincinnati 
:U 


St. Louis 
29 


iPittsburg 
2r> 


Philadelphia 
24 


Chicago 
20 


(Brooklyn 
21 


Boston 
20 


Naps' Manager 


Suspended For 


Umpire Baiting 


See Our Windows 


Compare Our Prices 


Today's Schedule. 


Cincinnati at New York. 
Pittsburg at Brooklyn. 
Chicago at Philadelphia. 
St. Louis at Boston. 


Thursday's Results. 


Cincinnati, 4; Brooklyn, 1. 
Pittsburg, 4; New York, 3. 
Philadelphia, 12; Chicago, 4 
St. Louis, S; Boston, 5. 
r 
j *. 


American League, 


How the Clubs Stand. 


Club 
Won. Lost. 


Philadelphia 
33 
2J 


Detroit 
34 


St. Louis 
30 


Washington • 
29 


Boston 
29 


Chicago 
24 


New York 
19 


Cleveland 
19 


Today's Schedule. 


New York at Cleveland. 
Washington at Detroit. 
Boston at Chicago. 
Philadelphia at St. Louis. 


Thursday's Results. 


Detroit, 4; Washington, 2. 
Boston, S; Chicago, 0. 
St. Louis, 6, Philadelphia. 5. 
Bain at Cleveland. 


JOE BIIOIIXGKAM. 


Baseball Brevities 


15.000 


T * | *,i . ,1: 
'' 
1 
I- 
;>) 
« V 


IN M 


We, Are in a Glass 


By Ourselves 


Can We Sell, 
That Amount?! 


N "s \& 
?iCm2r«dS^rSI4?STARK BABGAIN SHOE STORE has commenced on the second lap of the gigantic undertaking.- 
^SS^XS^^UJSP' 
THAT OONFIDENCE WAS GAINED ty the tremendous buyi nig of thousands of satisfied 


WHU AKt JSJ!,AKTlljY CO-OPERATING with the great shoe store, of Newark M tbis greatest .pjoject ever attempted! 


IF LOWEST PRICES WILL DO IT, then the battle is as good as won. 
;*'l 
- 


AND COMPARE OUR PRICES. 
. 


Note Sale Prices 


rM-K-I- 
| American Association. :; 
..„•„•„ *r.f-.».-»—«. • -•-,•„•„*..•„*„•.,?„?. ».•„•„•„•..•. 
V «**% '*• 4 »•*«••!• V * • •W%"z™*-^**» *• * * » V 


How the Clubs Stand. 


Club 
Won. Lost. 


•Louisville 
34 


Cleveland 
33 


Milwaukee 
30 


Kansas City 
32 


Indianapolis 
32 


.Minneapolis 
27 


Columbus 
2S 
St. Paul 
21 


27 
26 
30 
31 
29 
31 


Pet. 
-Stj7 
.550 
536 
.516 
.508 
.482 
.475 
.362 


It really looks strange 
glancing 


over the clubs standings in the Xa- 
tional and American leagues, to see 
St. Louis in the first division 
in 


both 
This citj has been the home 


of tail end ball clubs for so inany 
jears. that it has become a habit to 
see them back in the ruck in the 
standings 
But this year the Cardi- 


nals and Browns under Miller Hug- 
gins and Branch Rickey are pla} ing 
gieat ball and have ceased 
to 
be 


masks for the other teams. 


Today's Schedule. 


Columbus at Minneapolis. 
Cleveland at St. Paul. 
Indianapolis at Milwaukee. 
Louisville at Kansas City. 


Thursday's Results. 


Columbus, 3: Minneapolis, 1. 
Cleveland, 6, St. Paul, 4. 
Indianapolis, 5; Milwaukee, 3. 
Milwaukee, 10: Indianapolis, 5. 
Louisville, 6; Kansas City, 0. 


* 
*«* 
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Ohio State League 


Club 


the Clubs Stand. 


Won 
Lost. 


Chillicothe 
32 


Lexington 
30 


Ironton 
28 


Portsmouth 
27 


Charleston 
24 


Huntington 
21 


Maysville 
20 


Paris 
16 


IS 
19 
22 
22 
26 
30 
29 
32 


Pet. 
.640 
.612 
.560 
.551 
.480 
.412 
.408 


Today's Schedule. 


Charleston at Chillicothe. 
Paris at Ironton. 
Portsmouth at Lexington. 
Huntington at Maysville. 


Thursday's Results. , 


Chillicothe, 3; Charleston, 0. 
fronton, 1; Paris, 0. 
l^exington, S; Portsmouth, 2. 


i* Huntington, 7; Maysville, 3. 


•* 
Central League 


How the Clubs Stand. 


Won. 
Lost. 
Club 


Dayton 
41 


Evansville 
30 


Terre Haute 
27 


Grand Rapids ... .28 
•Port Wayne 
25 


Springfield 
20 


IS 
25 
27 
30 
S3 
38 


Pet. 
.G95 
.545 
.500 
.483 
.431 
.345 


Thursday's Results. 


Evansville, 8; Dayton, 0. 
Terre Haute, 2: Grand Rapids, 1. 
Springfield, 2; Fort Wayne, 1. 


Federal League. 


i 
How the Clubs Stand. 


Club 
Won. Lost. 
Pet. 


Chicago 
30 
24 
.55(5 


Indianapolis 
28 
23 
.">49 


•Baltimore 
27 
23 .540 


Buffalo 
26 
23 
.531 


Kansas City 
27 
29 .482 


Brooklyn 
22 
24 .478 


St. Louis 
25 
32 
.430 


^Pittsburg 
22 
29 
.431 


Thursday's Results. 


, 
Brooklyn, G; St. Louis, 4. 


i. Indianapolis, 5; Buffalo, 3. 


Kansas City, 2; Baltimore, 0. 
Chicago, 3; Pittsburg, 2. 


BLOOD 


POISON 


• 
icfually millions 
IS and millions of 
germs that grow 
from one or two that 
Bot under the skin 
tad into too blood. 


ML BELL'S 
Antiseptic Salve 
•M«*4 Hokt away would have killed those low 
nn>* wul kept thcte millions from being horn. 
T» •*** t He. box of thli «alvp ready for omcr- 
Mk for Or. BtU't Antiseptic Salvt. 


MT«U k By Th* B4P 


Ft > • 
For Sale by W. A. firman. 


The Reds beat Brooklyn in a treak 


game Thursday and Cincinnati was 
surely lucky to cop the game. Her- 
zog's team Avas outballed by a wide 
margin but the breaks were with 
them. 
Ben ton was hit for six sin- 


gles, a double and two triples, is- 
sued from passes, 
made 
a 
wild 


pitch, and had three stolen against 
him. yet only one run was scored 
against him 
He had fast and bril- 


liant support which kept runs from 
scoring. 


One Lot of 


LADIES' PATENT COLONIAL— 
hand-turned with high heel; $2.00 
value; sale price 
98c 


One Lot of 


LADIES' TAN OXFORDS— 
Hand-sewed ;values up to 
$3.50; sale price 


Misses and Children 


MISSES' and CHILDREN'S WHITE 
BUCKSKIN AND CANVAS SHOES, 
TWO-STRAP SANDALS; $1.50 values' 
sale price 


One Lot of 


CHILDREN'S WHITE CANVAS 
BABY DOLLS—75c values; 
sale price .'. 
-. 


Herzog and Tom 
Clarke 
were 


fined $25 each for quarreling -with 
the umpire in Wednesday's Brooklyn 
game. Jake Daubert of the Dodgers 
was suspended, but this was lifted 
today. It was the second time in his 
baseball career that 
Daubert had 


been put out of a game for umpire 
baiting. 


\Tith the bases full in the ninth 


innmg and the score 4 to 3 in the 
Pirates fa^or. Bob Bescher lifted a 
fly to left field for the last out. 


M 
Washington is continuing its los- 


ing streak on the w estern trip, drop- 
ping a game to the Tigers Thursday, 
4 to 2 with Walter Johnson doing 
the pitching against 
Dubue. 
The 


last part of the game was played in 
a drizzling rain, and the wet ball 
seemed to bother 
Johnson 
more 


than the Detroit pitcher. 


Ohio Wesleyan's 'varsity team de- 


feated the Delaware team Thursday 
9 to 5. 


Manager Joe Birmingham of the 


Xaps was indefinitely suspended by 
President Ban Johnson, of the Amer- 
ican league for his run-in with um- 
pire Dineen in Wednesday's 
game 


He was put off the field for dis- 
puting a 
third 
strike 
on 
Chap- 


man, and after this the fans threw 
pop bottles at the umpire. 
SAGE "TEA DANDY 


TO DARKEN HAIR 


Look years younger! Use the old- 


time Sage Tea and Sulphur 


and nobody will know. 


One Lot of 


LADIES' VELVET, PATENT and 
KID TWO-STRAP SANDALS— 
$2.00 value; sale price 


. 
One Lot of 


LADIES' BABY DOLLS— 
While they last; $2.50 value; 
sale price" 


One-LoT of— 


LADIES' COLONIAL PATENT 
and GUN METAL—Hand-sewed; 
$3.50 value; sale price 


One Lot of 


LADIES' WHITE CANVAS OX- 
FORDS with rubber sole; all sizes; 
$1.75 values; sale price 


98c 


1.37 


1.77 


98c 


You can turn gray, faded hair beau- 


tifully dark and lustrous almost over 
night if you'll get a 50-cent bottle ol 
'Wjeth's 
Sage 
and 
Sulphur 
Hair 


Remedy" at any drug store. Millions 
of bottles of this old, ramous Sage 
Tea Recipe are sold annually, says a 
well known druggist here, because it 
darkens the hair so naturally and 
ivenly that no one can tell it has been 
aplied. 


Those whose hair is turning gray, 


becoming faded, dry, scraggly 
and 


Hun ha%'c a surprise awaiting 
them, 


because after one or two applications 
the gray hair vanishes and your locks, 
become luxuriantly dark and beautiful 


all dandruff goes, scalp itching and 


Calling hair stops. 


This is the age of youth Gray hair- 


ed, unattractive folks aren't wanted 
around, so get 
busy with 
Wyeth's 


Sage and Sulpphur tonight and you'll 
be delighted with your dark, hand- 
some hair and your youthful appear- 
ance 
with 
a 
few days. 
Asents, 


Hall's drug store. 


DAIRY WISDOM. 


The 
bull should 
be kept 
in a 


roomy box stall adjoining the cow 
stable. 


Many 
a poor and 
unprofitable 


dairy herd can be traced to a non- 
descript sire. 


It is hotter to salt tho cows every 


day. 
Two to three ounces to each 


:ow ig enough. 


If the cream is still warm after 


separating don't put the lid on the 
can down tight. 


A stick of caustic potash applied 


;o the young calf's horns is the best 
method of dehorning. 


Somratp the cream while the milk 
is still warm. 


At the beginning of last year there 


wore in this country in actual opera- 
tion 7,:U)7 national banks, represent- 
ing a paid-in capita] of $1,046,0] 2,- 
i) SO. 


LADIES' SUEDE and VELVET 
STRAP COLONIALS and 
PUMPS—$3.50 values; sale price. 


One Lot of 


LADIES' WHITE CANVAS 
SHOESo liw and high heel; 
$2.25 value; sale price 
1.29 


LADIES' BABY DOLLS—Patent 1 
and gun metal; all sizes; $3.25 value I 
sale price 
* • 


One Lot of 


HILDREN'S WHITE CANVAS 


BABY DOLL and TWO-STRAP— 
$1.25 value, sale price 


One Lot of 


CHILDREN'S WHITE CANVAS 
BABY DOLLS and TWO-STRAP- 
Reguiar shoes; $1.50 value; sale price 


One Lot of 


CHILDREN'S WHITE CANVAS 1 f\ M 
BABY DOLLS and TWO-STRAP- I /£L 
Regular shoes;1.75 value; sale price.. *•* * 


One Lot of 


MISSES' and CHILDREN'S PAT- 
ENT and GUN METAL TWO-STRAP' 
SANDALS—$1.75 value, sale price .. 


One Lot of 


CHILDREN'S BABY DOLLS— 
Patent only; $1.75 value; 
sale price 


For Boys 


V 


One Lot of 


BOYS' ELKSKIN SHOES, with 
genuine rawhide soles; sizes up to 
5 1-2; $2.00 value; sale price. ..;.. 


One Lot of 


BOYS' OXFORDS-Patent.onlr ' 
sizes up to 5 1-2; $2.00 value; 
' 
sale price 


One Lot, ol 


BOYS' SHOES-A11 solid; sizes 
A O 


up to 5 1-2; $1.75 value; 
Q V f 
sale price : 
7OV 
" • • • • » • • • • , . , „ 
, 


One Lot of 


BOYS' DRESS SHOES — Gun 
metal only; button and lace; sizes 
up to 51-2; $2 value; sale price 


One <Lot of 


MEN'S GUN METAL SHOES— 
Button and blucher; all solid ;$2.25 
value; sale price 


One Lot of 


MEN'S TAN OXFORDS — 
Goodyear welt; button and 
blucher; $3.50 value; sale price. 
••••••••• 
One Lot of 


MEN'S GUN METAL OXFORDS 
—Button and blucher; all sizes- 
$3.50 values; sale price ........ .... 


One Lot of 


MEN'S GUN METAL SHOES 
—Button and blucher; all sizes- 
$3.00 value; sale price . . . ] 


One Lot of 


MISSES' BABY DOLL—Patent 
only; sizes up to 2; $2.00 value; 
sale price 


MEN'S ELKSKIN SHOES for 
1 / A 


work; all solid; sold everywhere for I JlM 
$2.50 and $3.00; sale price 
A » V / 


One Lot of 


Ladies' Colonial Pat- 
ents and Dull Kid; 
$4 value; sale price.. 


One Lot of 


sale price 


One Lot of 


MEN'S TAN SHOES; hand 
sewed;x $3.50 value; 
sale price 


2.59 


One Lot of 


Ladies' White Canvas 
Colonial Pumps and 
Straps; $2.50 value.. 
Sale Price 
1,48 


Re- 


member the 
Piace. 


Your 


Money's 
Worth or 


Your Money 


Back. 


WE ARE BUYING FOR THREE BIG- STORES 


27 j 
S. PARK 


We Delight in Underselling Our 
Competitors. 


The 
Store That 
leadjs the 
Whole town 
in Real 
Bargains 
The Store that 
Has Them all 
Euessing 


One Lot of 


Men's Oxfords—Black and 
tan kid with flexible 
sole; handmade; $4 
value; sale price 


One Lot of 


Men's Tan Shoes- 
Button and felucher: i i 
$3.25 value 
I.! 
H 


DR. H. P. MARTIN, 


nn<l Surgeon. 


Office of tae late Dr. W. S. Turner, 


58 Hudson Avenue. 


Women, Children anil chronic «•«••<* 
• upeclalty. 


Office Honm 8 to 1O «. n>. — 3 to1 4 
p. nt* 0:30 to 8 p. m. 
Anto Phone tKtft — lie*. Phnn* 74IW. 


JOSEPH RENZ 


Notary Pmhllc. R«»l Estate *•« 
. 
Office No. 7fc West Side Square, OT«» 
Bftmple Shoe Store, 
Deeds and Mortgage! written. 
All 
business entrusted 
to 
me 
will 
b» 
promptly »nd c»rafullv attend** to 


DR. A. W. BEARD, 


• i 
DENTIST. 


Trmt ••MMIBK—Klfth ri*M. 


Rama Ml. 


Telephone*-Offlc* Slo«. RMldeic* 1411 


\ 


AN AD IN THE ADVOCATE CLASSIFIED COLUMNS WILL PA* 


CUT-RATES 
CUT-RATES 


Orders hnve been Issued from tho central office to cut prices 


on all dental work during the months of .Tune and July.. Come 
sec us at once. 
' 


UNION PAINLESS DENTISTS 
l.mly 
IV. Pnrk 
Dr.' A. I/. Wnhn, 


••^p"^^™™ 


Dikes Blackerry Compound 


' 


Crayhn's Drag Store' 


* 
; 
/ 
i 


^kSiffli&Bii&Ssi&i&i^ 


nr 
%rv*^r 


1914. 
THB* NEWARK DAILY ADVOCATE 


No. 293. EnglishWardlow steel. Two sharp blades. 
American stag handle. Only 27 signatures and 2o 
stamp or Ipc and 25 signatures. 
' 
: 


No. 216. iScal: EitiKJ "scroll design. Solid eold 
Shell. 20 signatures and 2c stamp".;-. • 
, , ;. 


',*.: 
k - i ' ils^ 
I 4 -IH 


No. 278. Nottingham lace curtains. Bach curtain 
a yard wide and-two arid three-quarter .yards long. 
£4'siEnaiures arid 2 cent stamp or 60 cents and 25 
signatures.; '..-'•"'':...' 
'---• ' 
:-•«•'•.::•?( ;•'••• 


. No. '273.- Four hemstitched handlcerchlefs for men; 
gbodrriateriai.,. 15 signatures and 2 cent stamp. 


• 
i 
• 
' 
. 
- ' • . - . - • . 


Four of our most popular premiums! 


by Saving Arbuckles' Signatures' 


Notice how small a number of 


signatures you need for the premiums 
shown above. 


think how quickly and how-easily 


you can get any of them. 
. 
• 


.Order Arbuckles?^pffee from your 


We buy premiums for these millions 
grocer today/either- a.package of Ariosa 


- - - 
(whole bean) or the; new Ground." 
Save the signatures, to start your col- 
lection. Get one of thfese premiums* 
See what good value they are. 


Thinkof the corTeeyburfamilydrlnks! 


" Make it count toward getting gifts. 


Millions of people save the 


Arbuckle signatures and get the valu- 
able presents offered with Arbuckles' 
Coffee. 


of people, and this combined buying 
power makes it possible for us to 
give you presents the evident value of 
which.'will surprise you. 


You have to buy coffee—make it earn lovely giftsfor you 


This signature, that 
the~ arrow points to, 
is what you save. 


v T * . - . i ' : ' ; - . - - . y . r . . - .-.,-_•_;.•..-,•.-.-. 


Society 


JOHNSON—ROSE. 


" iThe charming home of Rev. and 
Mrs: -Charles J.rRose was the scene 
Thursday evening, June 18th,-.of one 
of the most beautiful and impressive 
marriage ceremonies ever witnessed 
in Granville. For weeks society has 
been ^anticipating the 
wedding,,, of 


Miss Marion Grayson, Rose and Mr. 
Theodore S. Johnson of Denison Uni- 
versity, as one of ^lie.Important so- 
cial events of the entire season, ow- 
' ing. to the. proiu'inence and populari- 
ty of the contracting parties. Though 
only relatives and close friends of tlio 
couple had1 been bidden, there were 


present about one hundred .guests to 
•witness tbe solemn service. The col- 
or 
scheme 
effectively 
employed 


throughout, was green and white. 
The immense porch was enclosed in 
greenery, illuminated with 
Japanese 


lanterns and used as a serving room 
for punch 
and refreshments, . T h e 


rooms on the lower floor were. artis- 
tfcally decorated 
w.ith 
greeri,"_ the, 


great living room being a veritable 
bower, the east bay 
window 
; being 


banked, to the ceiling with palm's and 
feathery asparagus fern. Here was 
the marriage altar, a cathedra] candle 
burning on xgither side and'the floral 
wedding bell suspended atoove — the' 
same toell which has been in-use in 
-Mrs. Rose's, family, for over" forty 
years, and''under which; she herself 
plighted her troth thirty-two 
years 


ago. The onlv illumination was the 
.light from innumerable candles- which 


*\- 


BEGINNING WEDNESDAY, JilNEji 


GREAT 
REDJICTiONS ON Ml 
I STAMPED LINENS! 


," 
.' 
' f, , 
' ^^f^^^q^ff^^^^tq^gc^^a>»3m^^^i^iiittfHffftHiH^^^^^ffaffmmHmt_ 
. 
_ 
. 


;7 
. Linen Center .pieces, pi] low cases, towels,: t^irk- 


•isn toWels, library smrfs; pillows, girls inad'e-up 
; whitenesses and boys ''Oliver Twist Suits, 1-4 Off.' 


Package Goods (4 Off 


. 
' 
' 
' 
. 
' 
' 
. 
" 
' 
N 
• 


. 
Children's macle-ut3 dresses with instructions 


:iorworking. Blue and Tan. 1-3:'$Q. 1-2 off ^: 


• " 
N - - 
;; 
• 
.'• 
- . ' " . . • ' • • • • v . ' • , " 
' 
• : ' ; • " 
' 
' 
• • . 
' 
• 


• 
' 
. • ' . . • . • . . ' T, ,. 
• - •• 
, 
^ .. / . 
• 
. • ' ' ' , 


Special prices on hand erabroidcred waists, 


dressing sacqge, centers, scarfs ,towels, etc. 


LEVITT & BOWMAN 


diffused a soft radiance most restt'u 
and becoming. 


Promptly at S o'clock 
Mr. Kar 


Eschman at tie piano, struck the op 
ening chords of the wedding marcl 
from. (Lohengrin and to its. thrilling 
strains the wedding procession slow 
ly descended 
the 
stairs, 
passec 


through the hall and down the long 
living room to the improvised altar 
.Leading this procession came the sb 
small boys of the bride's 
Sabbatl 


school class—'Masters John Chamber 
lain, Ernest Bre'lsford, Bernard Hund 
ley, Freeman Haskins, Earle Will 
.ianis and Arthur'.Evans. ;•.Then came 
the officiating clergymen, Rev. C. J 
Rose, father of the bride, and / Rev 
Millard 
Brelsford, 
pastor of 
the 


church to which she belongs. Mrs 
: Oscar Arnold (Margaret McKibben) o 
New York City, lovely in her wedding 
gown of white channeuse and ipoin 
lace, her dark-hair,-bound- with a 
wreath of white rosebuds, came next 
as matron of honor, followed by Miss 
Katherine Critchfieltl of Mt. Vernon 
"inard -of honor, in an exquisite crea- 
tion ol. white and green • and wearing 
a magnificent necklace of pearls. Botl 
attendants carried Colonial bouquets 
tied with big bows of green chiffon 
The bride, on the arm of her xmcle 
Mr.,Prank iMoore of- Mt. Vernon, O. 
appeared as a radiant vision of girl- 
ish beauty, in a gown of white Priri 
:eess satin, trimmed -with . Limericl 
lace, whose soft folds falling in grace 
ful lines to the pointed—train wen 
confined at the-waist with a 
jWicU 


crushed,girdle .finished with a simu 
lated^ lily. The long veil was toecom 
ingly bound to her hair with a coro 
net of orange blossoms and she car 
ried a magnificent shower bouquet o 
valley lilies. Mr. Rose officiated, Mr 
Brelsford 
assisting, the Vandyke 


double. ring service being read • with 
solemn impressiveness. Mr. Moor 
gave-the bride 
away; 
Mr. V. 
H 


I Hoppe of Denison 
University, 
wa 


(best- man, Mr. L. J. Fox of Wabash 
Indiana,-and Mr. G.-:D.-Goons of-Den 
isoh University*" serving' as 
ushers 


At.the conclusion of the cerempy, th 
bride and grooni received the con 
•gratulatibns of the "Company. 
Mrs 


Rose, mother of the bride, handsom 
in' a^ gown -of 'black lace .over chani 
/>agne .silk, standing between her hus 


' band ;and her daughter, "also receivin; 
the felicitations of her friends. 


The bridal party was seated in th 


dining room wheYe refreshments an 
confections, in green and. white/ wer 
served, the. table' being' centered-: wit" 
a basket .o'f white' lillies: tied with a 
immense botv' of green chiffon 
an 


further decorated with' green candle 
intchrystal holders. 


Jiist before the, bride descended i 


her traveling suit, dainty packages o 
rose, petals were distributed ' amon 
the guests wvith which to shower th 
departing couple in lieu of the time 
honored rice and confetti. An auto 
mobile conveyed them to Columbus 
their ultimate destination being Nov 
Scotia. 
. 
* 


Seldom has a more Dean tlftil displa 


of wedding presents been seen 
ii 


Granville; surely, never .has a brid 


i been more deservedly popular for he 


many lovely traits of character. De-' 
voted to her ctturcli 
and 
Sabbath 


school, an accomplished musician, a 
member of the 'Kappa Phi sorority, 
with, friends among all ages and in 
all circles, here interests have been 
many and varied. At dawn of her wed- 
ding day she was wakened-., by the 
dozen girls of the Cleff club, singing 
the chorus from 
the Rose Maiden, 


Tig Thy Wedding Morning," with 
harming effect,, 
Mr. Johnson is a graduate of Denj- 
on,University*.; where he now serves 
Da-the faculty. ''Son of the late David 
Johnson, attorney, of Parkersburg, 
V. Va., he comes of a'fine family and 
a a young man: not only of splendid 
xppearance," but; of sterling 
worth, 


who ,has a proinising "career before 
him.' 
' ••">-'' 
'• 
' :••'..' 
' :• . 
The young couple will reside-for a 


ime with Mr. ahd'flVlrs..Rose"in Gran- 
ville. The groom's present was an 
emerald ring set with diamonds. 
-Out of townvguests were: Mr. and 
Mrs. Frank Moore, Mt. Vernon, O.; 
Mrs. John A. Wash, Ottuniwa, la.; 
tf rs. Archie Mac Vicar, Des Moines, 
To.; Miss Marion C. Grayson, Hartr 
ford, Conn.; Miss Katherine Crltch- 
field, Mt. Vernon, O.; Mrs. Oscar 
Arnold, New York City; Mrs. Robert 
G. Bell, Queeas, Long Island; Mrs. 
Robert Hunt, 'Springfield, O.; Mr. and 
Mrs. E. O. Arnold and son Edward, 
Mt. Vernon; Miss Marguerite Arnold, 
Mt. Vernon; Miss Frances Johnson, 
Parkersburg,. W. Va.; Miss Ruth Mc- 
Kibben, 
-Indianapolis; 
'Miss Mary 


Meal, Newark; Mr. and Mrs. Howard 
Maddox; Newark; Mrs. J. J. Rnnyan, 
Newton, Kansas; 
Miss 
Eleanor 


Chaffee, Kalamazoo, Mich.; Mr. Leon- 
ard Fox, Wabash, Ind.; Mr. 'Max Nor- 
pell, Newark. 


; 
CHILCOTE—JONES. 


: The wedding of Miss Nelle Jones, 
and Mr. Harry - Chilcote of Indianap- 
olis at the Jones home in Chestnut 
street" - on. Thursday evening 
was 


featured toy the use of pink and white 
in every detail of the decorations. 


Pink roses, sweet peas, daisies, and 


feathery ferns and' smilax were used 
in artistic profusion 
throughout all 


the rooms and in the front parlor a, 
floral emlbankment of these chosen 
flowers was used as a backgrond for 
the bridal party which entered from 
the back parlor. 
Ribbon aisles were 


formed by Miss Annette Besuden and 
Miss Anne 'Sprague, who carried long- 
festoons of white satin ribbon. The 
bride was attended by her matron of 
honor, Mrs. Harry Baker, and her 
maid, Miss Louise Norpell. 
The 


groom's best man was Mr. Donald 
Ferguson. 


The ribbon bearers, Miss Sprague 


and Miss 
Besuden 
wore lingerie 


gowns of white1'"phiffon, • with wide 
girdles of pink'"tulle, with the -but- 
terfly bow. Their flowers 
were 
a 


corsage arrangement 
of 'Pink' and 


white roses. 
Tli'e matron of honor, 


Mrs. 
Baker, wore her wedding gown 


of white satin, 'with trimmings of 
Duchesse lace, and carried a shower 
bouquet, of,-pink'lroses. Miss Louise 
Norpell, maid ot'hoiior, was gowned 
in white chiffon'"taffeta and her flow- 
ers were pmk':e,'£oses. 
JThe" bride's 


gown was of\wiii£e crepe de meteor,' 
en traine, ,-with a lavish, use of Prin- 
cess and Irish Point lace. She wore 
the full length veil,"the cap of which 
was caught with' orange blossoms. 
The bridal bouquet was of valley 
lilies, ibricle's roses' and orchilds. 


Preceding and during the ceremony, 


the Fields' orchestra gave a program. 
The ring ceremony. "6£> the Presbyter- 
ian church was read by Rev. Don 
Tullis. 


Following the wedding service din- 


ner "was served to one hundred and 
twenty-five guests. The bridal table 
was a'rranged with the favored tones 
of pink and white, the centerpiece 
being a low mound of pink and white 
roses buried in moss, and smilax and 
tulle festooned 
the 
candles. 
The 


place cards were miniature brides and 
grooms and the dinner favors were 
tiny nut baskets in green. Sixteen 
guests were seated-at the bridal table. 
-"' Mr. and Mrs. Chilcote left during 
tlfe evening for a wedding trip to At- 
lantic City. 
The bride's traveling 


'suit was of blue taffeta. 
On their 


return they will be at home after 
August 1, at 37 Eldridge avenue, In- 
dianapolis, Ind. 
. The bride is the daughter of Mrs. J. 
C. Jones 
of Chestnut street 
and 


studied at National Park Seminary at 
Washington, being a member of the 
Alpha E-psilon Pi sorority-. Mr. Chil- 
cote: is the son of Mr. and Mrs. John 
Chilcote, formerly of. Hudson avenue 
this city. He attended Denison Uni- 
versity and is a member of the.. Phi 
Gamma Delta fraternity. He is now 
interested in real estate in Indianap- 
olis. 
. 


The out of town guests were Mr. 


and Mrs. Louis Jones of Springfield, 
Mr. J.-N. Jones and daughters Lily 
arid Myrtle of Granville, George P.' 
Jones of Granville, (Mr. and Mrs. Ful- 
ton V.an Voorhis of Granville, Mrs. 
Lewis P. Jones of Summit Station, 
Mr. and Mrs. Charles 
Scbaft'er 
of 


;Pataskala, Mr. and: Mrs. John Chil- 
'cote 'of Indianapolis, Mr. Jesse Chil- 
cote of Columbus. Mr. and Mrs. Roy 
Brenholtz and Mrs. Gertrude Mat- 
ticks of Columbus, Mrs. Roy James 
:of Cleveland, Miss 
Altje 
Cook 
of 


Granville, and Mrs. P-'N-' Nugent:,.of. 
••Columbus. Mrs. Nugent was brides- 
maid at the wedding of Mrs. J. C 
Jones, mother o£ the "bride. 
•^-^— 
-• 
- 
.: 
•' . ' 


The members of the L. W. clu.b en- 


joyed a delightful picnic on Thursday 
af- the Montgomery "home;,east of the 
city. Those in 
the 
party 
were;. 


Misses Thehna Mazey, Gladys Lindorf,' 
Justin Pearsal, Clara Pearsal, Martha 
Grace arid Virginia 
Miller, 
Nellie 


Morse, "'Frances 
Fitzgiibbon, 
Helen 


Vogeimeier, 
Helen 
Fuller, 
Adele 


Koos, Elenor Johnson, Mary Mont- 
gomery, 
Adelia 
Baker,-.'-. Florence 


Thompson, and Dorothy Swisher. 


Of the many charming, antenuptial 


functions 
given in 
honor of Miss 


Marion Rose, whose' marriage to Mr. 
T. S.: Johnson was solemnized last 
evening in Granville, 
probably 
the 


most complete in all its appointments 
was-the dinner given Wednesday eve- 
ning at 8'o'clock at the Buxton House 
toy the-maid of honor, Miss Katherine 
.Critchfield ofMt. Vernon. The table 
was-'tieautifully decorated 
in green 


and'white with--candles hooded in 


green, the guests being: MisS Marion 
Rose, guest of honor, Mrs. Oscar 
Arnold of New York City, Miss Mary 
McKibben, iMi\T. S. Johnson, 
the 


groom, Mr. Karl Eschmau of Denison 
University, Mr. Max Ndrpell of New- 
ark, Mr. John Swarte of Newark. 


*—— 
•• 


Mrs. T. M. Hazlett entertained the 


"Good Will Society" at her hoine on 
Thursday 
afterbon. The 
afternoon 


was spent with listening to a program 
after which a fine repast-was; served 
to members and guests as. follows: 
Mesdames Barbara/Taylor, Jane Hirst, 
Lizzie Hoskinson, T. M. Hazlett, Jas. 
Hunter, Milton Irwin, R: C. Hanlin, 
William Osburn, E> J. Kelley, F. C. 
Orr, Alva Hazlett, Howard Courson, 
Wm. Hazlett, R.: Courson, Clement 
Jeff res, Smith Stevens, .and Misses 
Alice Osburn, Leota Jeffers, Esther 
Hartshorn," Florence 
Hazlett, Lena 


Hazletti Evelyn Hunter, Eula. Hanlin, 
Margaret Davis, Ethel Gregg, Laur- 
ence Courson, Mrs. Dell Dillen. The 
next meeting will be at the home of 
Mrs. B. J. Kelley. 


The members of the Yuta Ba Zpota 


club were very happily entertained at 
the home of Miss Alice Riggs at 246 
Merchant Street, Thursday evening, 
several nuisical numbers were given 
and a dainty collation was sereved in 
the dining room where the decora- 
tions were of white and yellow. The 
tftble, which was lighted by the soft 
glow from 
yellow shaded candles, 


presented a. pretty spectacle with its 
centerpiece of honeysuckle -beneath 
festoons of yellow from the chandel- 
ier-to the four corners.1 The* color 
scheme was carried out in the place 
cards and napkins. 
. 
• • 


The members present besides 
the 


hostess were Misses Minnie Staugli 
Helen Sanford, Jessie Singleton, Mil- 
dred Irwin, Mildred Rhoads,; Lucille 
Callahan, Frances Bausch, 
Florence 


Jackson, and Esther Montgomery. Thr 
guests were Mrs. Otis Riggs, Miss lit 
Jex, and Mrs: Barton Kelly of Cm 
cinnati. 
* 
. 


Mr. and Mrs. Harry D. flays, 


Granville,,have moved to 524 Kibler 
avenue. Mrs. Hays is a well-known 
voice teacher and singer and will be 
quite an acquisition to Newark's 
musical circle. 


CARROLL'S 


Special Opportunities For 


Economic Buying 


Women's and Misses 
- 
Tailored Suits 


$15.00Suits at ..,.$9.95 
$22.50 Suits at ... $15.00 
$27.50 Suits at .^..$19.50 
$35.00 Suits at.v;$25.00 


-''Our Special" Wide 
Taffetta Silk Ribbons 
All colors, white and 


black, 15c yard 


Mr. and Mrs. 'Stanley Compn enter- 


tained with a six-o'clock dinner 
Wednesday, honoring Mrs. S.- A. 
Young and daughter Winona of Los 
Angeles, Calif. Covers were laid for 
Mrs. 
S. A. Young and little daughter, 


Winona, Mr. and .Mrs. S. J. Snell- 
ing, Mrs. Nettie Snelling, Mrs. Martha 
Barrett, Mrs. >M. U. Griffith, Mrs. Ber- 
tha Rushman, Mary Comer, Wayne 
Snelling. Monti Barrett and the host 
and hostess. 


A surprise party was tendered Al- 


bert Frizzell and wife .by a number of 
friends in honor 
of Mr. 
Frizzell's 


birthday anniversary, Thursday night 
in his home in, Rile y street. An in- 
formal program of entertainment was 
followed with refreshments. 


The following were -present: Harry 


Hatton, Johnny Everts^ .'Mr; ad Mrs. 
Earl Pritchett, George Schaller, Mr. 
and Mrs. George Wise, and son, 
George, Raymond Bloom, Mr. and 
Mrs. Bryson, and Mr. and Mrs. Charles 
Hocjvirigberry. 


GAGE—PARRI.SH. 


Miss Josephine Parrish and Elmer 


E. Gage of Alexandria Were married 
Wednesday afternoon at the home of 
the officiating minister, Rev. J. U, 
Kiuney on North street—Zanesville 
Signal. 


LEEDY—THOMAS. 
. 


At S o'clock Thursday evening, Dr. 


"L. C. Sparks solemnized' the marriage 
of .Mr. Melvin M. Leedy and 
Miss 


Edith M. Thomas. They were attend- 
ed by Mr. Arthur Leedy, a brother of 
the bridegroom, and Miss Serena 
Graves. The beautiful 
and impres- 


sive ring service of the Methodist 
Episcopal church was read 
by Mr. 


'Sparks. 
Mr. Leedy • is a young man 


of sterling worth, well known in this 
city, : while his charming bride until 
recently 
resided at Canal v Dover. 


Their host of friends join in offering 
-best wishes.- They will go to house- 
keeping in this city. • 
. • « 


( 
:. - , ' ' - . .. 
*] 
Coming Events 


Newark Chautauqua, July 16-22. 


Convention of Ohio' Mail Carriers' 


Association, July 15, 16 and 17. High 
school auditorium. 


Black Hand 
reunion, 
Thursday, 


August 13. 


Match game of golf between New- 


ark 'and Zanesville, Thursday, June 25, 
in-Southeastern Ohio Golf Associa- 
tion's schedule. 


Country Club will celebrate 
July 


Fourth with, many events of interest, 
concluding with fireworks display in 
the evening. 


: Golf tournament for."July.'.cup" :w,ill 
open-on the Country Club's links; 


• Jewett Car Workers Beneficial -As- 
sociation excursion to Cedar Point, 
Saturday, July 25. 
: • •- 
- 


FRECKLES 


Don't Hide-Them With a Veil; Re- 


move Them With the Othiiie 


... 
Prescription!; . 


' This prescription for the removal 
of -freckles was written by a promi- 
nent physician and is usually so suc- 
cessful in removing freckles and giv- 
ing a clear, beautiful 
'complexion 


that it is sold by druggists under 
guarantee to refund the money if it 
fails. 
t 
• . 
Don't hide your freckles under a 


veil;, get an ounce of othine and re- 
move them. Even the first few ap- 
plications should show a wonderful 
improvement, some of the lighter 
freckles vanishing entirely. 


Be sure to ask the druggist for 


the double strength othine; it is this 
that is sold on the mbney-back guar- 
antee.' 
• • - - • • 
• • • • • • " • • • • - - 
••-•••• -' ' ••' 


16 Button, Long- 
Black Silk Gloves 


formerly $1.00'and $1.25 
iA great bargain at 50c 


-• 
pair 


Silks 


Some 
very 
desirable 


patterns in Showerproof 
and Shedwater Poulards 


49c 


.Formerly 75c, 85c and 


, 
$1.00. 


Children's White 


Dresses 


merly $1.50, now 


2li50 and $3.50 now $1;7S 
$4.00 to $7.50 now 


Sizes 6 to 14 years. 


' 
' 


Children's Parasols 


Dresden borders and' 
plain colors, -for tomor- 


row. 25c. 
' 


. Smyrna Rugs , 
ft 7T 


36x72 inch size, Hand- 
some new Persian pat-' 


. terns at $3.50. 
' ., , 


Linoleum Remnants 
Short 
lengths, ' some 


large enougjh' for bath 
or other small rooms, 
Will sell very cheap. 


THE VICTROLA SATISFIES 


YOUR LOVE FOR MUSIC 


Come in and hear some of the latest 


Music. ' 


John J. Carroll 


LITTLE DISCUSSIONS 


OF LOVE AND MARRIAGE 


BY BARBARA BOYD 


Young Husbands and Elderly Wives. 


"I see," said the Statistical Lady," that the husband 


of a noted Englisfc woman lias obtained a divorce and 
married another woman." 


"That's not startling," sniffed the Old Maid. "It would 


have been more worth a headline i£ they.had not go,) 
divorced." 
"But the first marriage>wap rather unusual," explained 


the Statistical Lady, "and I nave been watching to see 
how it would turn out." 


"I suppose they were more than usually sure that thej 


had the only real thing in the way of Jove," scoffed the Old Maid. 


"I wasn't so much interested in the love side of the mar- 


riage as in the age feature of It," further explained the Statistical 
Lady. 
"The wife was double the age of the husband. In fact, she had a 


son older than the man she was marrying." 


"She might have known she was headed for toe divorce court," tartlj 


observed the Old Maid. 
. 
. 
. 
- 
. 


"She wasn't just the ordinary womatW She was yery beautiful, verj 


clever, a woman of distinguished social position. She was not old, no mat- 
ter what the years of her age might be. I know of eeveral other cases, on« 
almost identical. This husband is still madly la love with his wife." ,•; 


"Wait," cynically advised the Old Maid, 
; 
•. 


"But I am not just sure it shouldn't wort out all right," reflected 


the Statistical Lady. "Happiness La muzlaga isu'fc a matter of years, bul 
o f congeniality." 
• . • • • • . . - . . 


"But congeniality la often a matter o? jears/« Interrupted the Old 


Maid. "Tastes change .as you grow older." 
. 


"But these women ot whom, I speak are not growing oldt they ar« 


keeping young." 
.. . 
• • 
• - : - , _ . 


"They are maturing in Judgment, and their experiences are widening. 


And there cannot be much congeniality between them, and the immature 
and inexperienced, and that 19 what youth is." 
, 
> 
; 


"But that very difference might be an interesting point-^of contact for 


them both. Seems to me the only danger would be in the woman's actually 
growing old—not keeping In touch with life. While she is fully abreast 
'with the times, mentally alert, she is1 not old, A famous physicist, who is 
growing human tissues outride the body, says that the older some of those 
tissues are, the younger they are; that is, that age Is not measured by 
time,-but by rapidity of cell reproduction. So that according to physical 
science, one is no longer old according to his years but according.to his 
activity. Measured in this way, nonewof these women of whom I spoke 
are old. And so the question of age does not In reality enter into these 
marriages.". 
-• 
. 
• • • ' - . • 
• • ' 
: ":. 
' . 
" * ? • . ' • , 
: ".'"'-.'.'" 
" . - : . 
• • • 


K 
"But the husbands are probably not physical scientists and so when 


some one" asks if the woman who Is their" wife Is their mother, th'ey. wince. 
Or sometimes some of!her husband's Interests may seem to the wife.lika 
playipg with marbles or kites, and he suddenly becomes an insufferable 
bore. Or she may see his eyes admiringly following a pretty young girl, 
and all at once the actual difference In their ages strikes her like a thunder 
clap." 
• 
, . ' • ' • 
.". 
, 
. ' . • • { • 
: 
. . ' . •'>•" 
' 
• 
. 
; 
• 
. 
. 
' 
- 
. 
. 
. 
' • 
, 
: 


"The mental attitude of the world about snch ,a match Is still a handi- 


cap," reflecte'd the Statistical Lady. "Until the 'thought of age as a matter 
of years is entirely dropped, I suppose couples like these will never be 
quite-'free from intruding doubts about such things as looks and social crit- 
icism and things that in reality' have nothing to do with the eternal truth 
.that is at the very core of marriage. I am sorry to see one more effort to 
brush aside these externals faiil" 
;\ , 
. 
• 
, 


'.•'"• "Perhaps It only proves they are not such externals as you think, 
sniffed the Old Maid, "or that the world, generally, is content to live ^ifl 
externals. When it comes: to age. the majority still reckon by the calendar, 
and not the Vhyaicist's laboratory^ 


You'll Find News 


ito the Wants 


• ,,«rU^»uiBfc.«ssJfJ-j«4vil«5' 
1 


ftp 


„/•-. 
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The Newark Trust Co. 


OFFERS 
'r 
, <'- 


SAFETY AND MODERN FACILITIES. 


CAPITA!, $200,000.00 
( j{ 


SURPLUS $125,000.00, ^ r~ 


The Markets 


LOCAL. 


H«7. Grata ••« r«««. 
;orr«ct«d d.aily by Tenney * Mor«»» 
„ 
.. . 
P»yln» price. 
Hay, baled 
118.00 
Straw 
j.oo 
Wheat 
so 
Corn 
70 
Rye 
Oats 
.40 


Money For You 
AT RATES' PROVIDED BY THE LAWS OF THE STATE OF OHIO 


$1O to $200 


On household goods, pianos, horses, wagons or any good chattel 


security. 
You retain POSSESSION of all security monthly or 
semi-monthly payments. 


-CALL, WRITE OR PHOXE- 


New York Finance Co. 


(Licensed by the State of Ohio.) 


141£ NORTH SECOND ST. 
CITIZEN" PHONE 1319. 


Retail Price*. 


Corrected dally t>y Kent Bro* 


Orchard Grass s'e'ed' "per "bu.* V.V.Y. &50 
Red Top Seed per bu 
............. 
3.25 
Blue Grass Seed, per bu 
......... 
2.50 
Middlings, per 100 Ibs 
.......... 
1.75 
Bran, per 100 Ibs .......... , ..... 1,10 
Scratch feed, 100 Ibs 
............. 
2.00 
Corn, per bu 
...................... 
9<v 


311 meal, per 100 Ibs 
............. 
I.JO 
Timothy seed, per bu 
........... 
I.2E 
Alfalfa seed, per bu 
............. 
10.00 
Shelled corn 
..... 
.. 
............... 
JO 
-racked corn, per 100 lb» 
....... 
2.10 
Shop, corn and oats, per 100 lb» 
l.$6 


PoBltry Market. 
Corrected daily by Brumbmch Co. 
Paying price. 
Hens 
............................. 
14 


Old Roosters 
..................... 
08 
Ducks 
.......................... 
11 


Butter 
........................... 
14 
Turkeys 
...................... 
,16 


Local ProvUlon Market. 
'orrected daily by Conrad Grocery Co 
Grocers here are paying tbee* price: 
'or the following: 
Eggs 
........................ 
.16 
Butter 
......................... 
f5@17 
Lard, lb 
........................ 
12 


FIRE PROOF 


IS THE RAXK1X BUILDIXG, 22 


AVKST GAY STREET, 
COLUM- 


BUS, OHIO, THE HOME OP THE 


i BUCKEYE 
STATE 
BUILDING 


, 
AXD LOAX COMPAXY. 


1. Xo wood used in the construc- 


tion of this building,—not as much 
as in a single lead pencil. 


2. Doors, windows, desks, tables, 


step ladders, chairs, book-cases, are 
all metal. 


3. The window shades are asbes- 
tos. 
, 


4. Pictures are framed in iron. 
5. Safe deposit boxes for rent. 
6. Assets of The Buckeye §7,500,- 


000. 


7. Five per cent, paid on time de- 
posites. 


From 1,000,000 to 1,500,000 goat- 


skins and sheepskins 
are 
shipped 


from Arabia each year. 
The exports 


Of these skins to all countries last 
year -were ofticially valued at S'^33,- 
027. 


Unquestioned 


Safety 


Any one «ho is 
familiar 


with the comparative values 
"of securities will readily 
ad- 


mit the high .standing of real 
estate 
jnortsages, especially 


^lieii these are placed by men 
experienced 
in 
tlii& line of 


msiness. 


- 
A first mortgage on improv- 


ed real estate is the one secur- 
ity that truly secures, because 
there is sometliiiii- tangible to 
show for the money invested. 


AVe place your &a\ings 
in 


just this form of security, and 
we cannot 
retreat too 
olten 


the need of having for 
j-o«r 


savings the Absolute Security 
thus guaranteed. 


You cannot afford to 
take 


ANY risk in connection 
Mitli 


your savings. 


You cannot very \\ell 
put 


your 
money directly 
into a 


first mortgage, but by deposit- 
ing it here jou get that secur- 
ity and various other advan- 
tages that would be absent if 
you tried to invest direct. 


THE HOME- 


BUILDING t 


ASSOCIATION 


COMPANY 


OF NEWARK, OHIO 


PLEASANT CKAPEI/ 


Mr. and 
Mrs. William 
Rogers 


spent Saturday in Columbus. 


Mr. and Mrs. A. D. Petty have 


returned home after spending ten 
days in Michigan. 


The Misses 
Mary and 
Barbara 


Lampton of Carniel attended preach- 
ing services here Sunday. 


Quite a number from here attend- 


ed children's 
services 
either 
at 


Brushy Pork or Carmel Sunday ev- 
ening. 


Rev. 
and Mrs. Dean and daugh- 


ter Miss Nellie \\ere entertained at 
dinner Sunday by Mr. and Mrs. O. 
C. Irwin. 


Mr. and Mrs. Elias Warman were 


entertained at dinner Sunday by Mr. 
and Mrs. W. P. Flowers. 


Mrs. 
Thomas Ste's ens 
and 
Mrs. 


spent 
Sunday 
in 


Old potatoes, bushel 
SO 
~>nions, bushel 
7; 
. Vegetable*. 


''orrectea dally T>y Conrad Grocery Ct 
Grocers here are selling M follow* 
Old Potatoes, bushel 
110 


NTew Potattoes, pk 
~9t 
^SS Plant, each 
15@2i 
New Texas Onions, lb 
s 


"Cew Spanish Onions, -b. 
New Cabbage, lb 
Jelery. bunch 
Carrots, bunch 
Beet, bunch 
Tomatoes, lb 
Green Onions, 2 buches for 
\tangoes, dozen 
\ e w turnips, lb 
^eaf lettuce, lb 
-lead lettuce, each ....' 
.... 
11 


lu 


5 
.10.5.5 


30 


the time being. 
1'He opening ranged 


irom a shade oil to 1-8 (ft 1-4 ad- 
vance, but about nil of the gains 
were wiped out, .ind July went well 
under last night'b level. 


Crop damage reports made 'the 


oats market 
firm. 
Sellers 
-were 


scarce. Lack of domand caused pro- 
visions to sag. 
Au upturn in the 


price of hogs was ignored. 


New York \Vall Street. 
[ASSOCIATED PRESS TELEGRAM! 


New York, June 19.—Rock Island 


securities were tlu- chief subject of" 
speculative activity in the early stock 
market today. 
The debenture bonds 


Jevelopecl • exc -ptioual 
strength. 


They bounded up -1 3-3 to 77 1-4, 
a gain of more fian 7 points iu two 
days. 
The refunding bonds jumped 


1-2. 
The collaterals and preferred 


stock on the othor hand were lower. 
These movements were interpreted 
in the light of the report that an 
assessment 
of .ibout 
$30,000,000 


would be levied on the stock. 
The 


general market n ovement was slow 
and irregular with a fairly firm un- 
dertone and a majority of small ad- 
vances. Engagement was announced 
of $1,500,000 mo-e gold for exports. 


Pittsburgh Live Stock. 


(ASSOCIATED PIESS TELEGRAM! 


Pittsburgh, June 19.—Hogs—re- 


ceipts 6,000; lo-ftjr. 
Heavies S.40; 


yorkers S.50; piss S.40. 


Sheep and lanibs—receipts 1,000; 


lower; top sheep 5.S5; top lambs 
9.75; 
yearlings 7.~>0. 


Calves—receipts 
100 ; 
steady. 


Pop 10.75. " 


Classified Ads 


, 1014. 


THREE LIHES + 25 CENTS = RESULTS 


FOR RENT 


House cor. Sixteenth and Tenth 
Sts. 
Seven rooms, bath and furnace. Auto 
iphone 6036. 
G-lSkiat 


Srick barn for garage} purpose. 
En.- 
iiuire .213 Hudson Ave. 
1451.1 
Auto6 


> pi 
5-1Shone 
" 


Furnished 
rooms 
at 
the 
Bellwood 
House. 
-Vuto phone 3725. 


Nicely 
furnished 4 room 
Cotage. 
3 
minutes walk from city and traction 
lines. 
Good location.' Auto phone 


5192. 
, 
6-17d3t* 


For Rent 
f'urmshecl rooms for light housekeep- 
ing. 
Gas furnished. 
Enquire 
101 
Clinton street. 
Auto phone 4323. 
G-lSd3t. 


room modern house at 91 South 


July 


Cucumbers, each 
5@10 
Sndive, lb. 


urtis Bounds 


Browns\ille. 


Mr. Owen Stevens is reported as 


no better at this writing. 


Mrs. Elmer 
Warrnan and 
sons 


John and Franklin 
and 
daughter 


Mary spent several days last week 
as the guest of Mr. and Mrs. Elias 
Warman and other relatives. 


Children's services \vill be held at 


Pleasant Chapel 
Sunday 
evening, 


June 28, services 
beginning 
at S 
o'clock. 


Mr. Silas Flowers spent Sunday 


n Hano\er as the guest of his sister 
Mrs Bert Hoyt. 


By request 
the Sabbath 
school 


will be held at Mr. Owen Stevens 
Sunday June 21. All who have no 
om eyances will meet at the church 
at 9:13, and a way will be provided 
:or them. 
All are kindly urged to 


present. 
The Misses Margaret 
and 
Marj 


Flowers are coniined to the house 
with an attack of the niumps. 


Oyster plant, bunch 
............ 
f 
Radishes, bunch 
.......... 
„ ____ . . t 
Parsnips, lb 
..................... 
; 
Fresh mushrooms, quart 
..... 
.-. 
.£( 
Sew peas, % pk 
............... 
20 
fellow Tv"ax Beans, lb 
............ 
15 
New green beans, lb 
........... 
"15 
Vsparag-us, bunch 
........... 
10 
Sauliflo-sver, head 
......... 
25@30 


Produce. 


Country Butter, lb 
............. 
20@25 
Creamery buter, 
rer, 
lb 


Toledo Grain. 


[ASSOCIATED PRESS TELEGRAM] 


Toledo, 
June 19.—Wheat 


and Sept. 84 3-4. 


Com cash 72 1-4; July 72 5-S; 


Sept. 70 1-2. 


Oats cash 42@43; July 4G; Sept. 


40 5-S. 


Rye No. 2, 65<fi 66. 
Cloverseed pririe cash S.50; Oct- 


ober and Dec. 9.0~i. 


Timothy prime cash 2.65; SepC 


2.72 
1-2. 


Second, 
street. 
at 93 South Second 
z 6-17d3t* 


Store room, houses, flats and rooms. 
Enquire 275 E. Alain. 
6~17dtf. 


Suite of fuinished rooms with privilege 
ot light housekeeping. 
Apply 120 N. 4th St. 
Adults only. 


6-17d3t 


Nine loom house, modern at 59 South 
Fourth St. 
Suitable for roomers. 
Enquiore Cole's Loan office. 
Auto 
phone 1465. 
6-17d3t. 


Store room 16x16 feet adjoining Arcade 
Annex, opposite Orpheum. 
Suitable 
for 
workshop. 
Modern, 
gas 
and 
water, 
cate. 
Address Box S121 care*"Advo- 
6-12dSt. 


FOB SALE—REAL EfTATB.' 


5 room cottage, gas ami bath, $1980, 


?200, balance' $10.00 poi month. Now 
elegant 
home, near 
square, 
with 
ient.\l)le house on rear of lot $4950. 
Several s:nMl taims ne.n city limits. 
.Bargains north and wet.t at ictison- 
1 able prices, on payment plan. 
W. B. 
Tlylor, 11 .Lansing- Block. 
G*-H)dtf 


House at 
3-1 North a\cnue. 6. 


rooms, 2 halls and bath. 
Enquire' 


Willis Boggs 22 North avenue. Auto 
"Phone 1292. 
G-19-St* 


Cottage on Orchiud Island, $100 cash. 
Will consider trade on Auto 01 citv 
property. 
Auto phone 1007. il. J. 
'Itees Trust Bltig1. 
G-19d3.t 


One S room house $1800; one 4 room 
cottage $1000. 
AVest End. 
Knquire of 


A. JI. Lampton, 3U N. Williams, Auto 
phone 1642. 
. 
G-lSd3t. 


Good farm good buildings, plenty of 
watei. 
Address Box 
t>125 care of 
Advocate. 
(J-lSd3t* 


Lot on Harris Ave. 
Cheap if-sold soon. 
Fifth St. 


Idlewilde addition. 
Enquire 209 South 
6-17d3t* 


Licking county farms of 
large 
and 
small 
acieage, 
also 
fine 
modern 
homes in Granville and Newark, for 
sale at low value? and easy teims. 
A. P. Nichol, Granville. 
Phone No. 


29. 
6-16d6t 


'Sggrs, dozen 
21 
*ride butterine, lb 
2" 
Purity butterlne. lb 
.„ 
%> 


Frnit«. 


.Strawberries, quart 
30@15 
'langes, aozan 
26<j2p5' 
Lemons, dozen 
30 
Bananas, dozen 
Apples, cooking, pk. 
\pples, eating, dozen 
^meapples. each 
Limes, dozen 
.1- 
.30 


trifle of Newark 
•ViUiam Tell 
50 
8C 
iranville Best .......".'.".'.'.'.".'."'.'.". 
'.1! 


NEEDMORE. 


Mr. and Mrs. George Iden and son 
harles iisited G. 
W, Priest's 
of 


Pleasant Valley, Wednesday. 


Miss Frona Martin spent Sunday 


Pillsburys 
jold Medal . 
.larvel 
ZJreseo 
Graham 
superlative 
-lover Leal 
Ult Edge .. 
Jilt Edge, % 


.81 
.St 
.80 
.81 
.If 
.75 
-7£ 


Misses Anna and 
afternoon with 
Hazel Moran. 


G. B. Martin has been doing some 


carpenter work for G. W. Priest. 


J. W. Martin is engaged m finish- 


ing a house he built for E. B. Varner 
at Black Ruu. 


W. H. Varner and daughter Ella 


spent Friday in Newark. 


Miss Zelda Martin is home for her 


summer vacation. 
She has been at- 


tending High school in Newark, the 
past year. 


Mrs. 
J. D. Priest and daughter 


Cecil and son Ernest of Pleasant 
Valley spent 
Iden's. 


Chicago Provisions. 


[ASSOCIATED PRESS TELEGRAM! 


Chicago, June 
19.—Butter 
un- 
.hanged. 


Cheese unchanged. 
Poultry unchanged. 
Eggs unchanged; receipts 10,994 
cases. 


Potatoes higher; receipts 52 cars; 


ne-w ?l@l-45; old 80@95. 


Cleveland Live Stock. 


[ASSOCIATED PRESS TELEGRAM) 


Cleveland, June 19.—Cattle—re- 


ceipts 150; market steady; prices 
unchanged. 


Cahes—receipts 250; market ac- 


tive to strong; good to choice veal 
calves 10 00(S 10.50; 
fair to 
good 


S.50 @9.50. 


Sheep and lambs—receipts light; 


market steady; good to choice spring 
lambs 9 00 
9.50; fair to good 6.00 


(gS.OO; choice yearlings 7.00@7.50; 
good to choice clipped wethers 5.00 
@5.50; do ewes 4.50@5.00; mixed 
ewes and wethers 4.00 4.50; culls 
and commons 3.00 @ 4.00. 


Hogs—receipts 4,000; market 5 


to 10 higher; yorkers, light yorkers 
8.45; 
mixed, heavies and mediums 


8.40 ; rough 7.50; stags 6.50. 


Cleveland Provisions. 


OC.nTEC PRESS TEUEGHAMl 


CMcago Grain juid Provisions 


[ASSOCIATED p=iEss TELEGRAM! 


Chicago, :june l"9.—Wheat July 


S3 3-S; Sept. SI 7-S. 


Corn July 69 1-2; Sept. 67 3-S. 
Oats July 39 7-S; Sept. 38 5-S. 
Pork July 20.71; Sept. 20.10. 
Lard July -10.12; Sept. 10.30. 
Ribs July 11.52; Sept. 11.55. 


Thursday 
at George 


WHAT IS IT? 


What other name for preacher? 


\nswer 
to1 Thursday's 
puzzle — 


Threshing machine. 


Cleveland, June 
19.—Poultry- 


Chickens 16 
16 1-2; broilers 3d@ 


36; spring ducks 20. 


Potatoes—Best grades in car lots 


1.00; 
jobbing price 1.05@1.10; from 


warehouse 1.10 @ 1.15; 
east 
shore 


4.75 bbl. 


All others unchanged. 


Chicago Live Stock. 


(ASSOCIATED PRESS TELEGRAM] 


Chicago, June 19.—Hogs—receipts 


17,000; strong. 
Bulk of sales 8.30 


@S."40; light 8.10@8.37 1-2; mixed 
8.10 
S.42 1-2; heavy 7.95@8.40; 


rough 7.95 (a S.10; pigs 7.15@7.90'. 


Cattle—receipts 
1,000; 
firm; 


beeves 7.35 @ 9.35; 
steers 
6.80@ 


8.15; stockers and feeders 6.10 
8.30; cows and heifers 3.60@ 8.80; 
calves 7.00 @ 10.25. 


Sheep—receipts 
12,000; 
slow; 


sheep o.30@6.40; yearlings 6.40@ 
7.50; 
lambs 
6.50 8.50; 
springs 


7.00@9.75. 


Xew York Stock List. 


[ASSOCIATED F=!ESS TELEGRAM] 


New York, June 19. — Last Sale: 
American Sugai Refining, 107 1-2. 
American Tel. .ind Tel., 123 1-S. 
Atchispn, 99 3-S. 
Atlantic Coast Line, 120 1-2. 
Canadian Pacific, 195 1-4. 
Chicago & North Western,! 30 1-4. 
Chicago, Mil. i St. Paul, 100 1-4 
Delaware and Hudson. 148 1-S. 
General Electric, 147 1-2. 
Great Northern p'fd., 123 1-4. 
Illinois Central. 112 
International Harvester, 107. 
Louisville and" Xashville, 139. 
Lehigh Valley, 13 S 5-S. 
Norfolk & Western, 105. 
Northern Pacific, 110 7-S. 


"" Pennsylvania, =4ll* 1-8". ' 


People's Gas, i!21. 
Pullman Palace Car, 154. 
Reading, 164 3-4. 
Southern Pacific, 94. 
: 


Union Pacific, 155. 3-4. 
United States Steel, 62. 
United States Steel pfd , 109 7-S. 


UTICA. 


Jlr. and irrs.. J. M. Patton and 


daughter Austie of 
Monessen, Pa., 


are visiting at the home of Mr. and 
Mrs. T. P. Edman. 


Mr. and Mis. Samuel Friel held a 


Small 
frame 
building-, 
two 
rooms. 
Suitable for olfice, store or shop, at 
54 AVilson street. Enquire 50 Wilson 
street. 
5-22<ltf 


r'amily reunion at their 
home on 


Main street, 
Utica, June 
14, 
at 


which there were the parents with 
their ten children, their husbands 
and fifteen grand children; 
thirty- 


five in all of the immediate family, 
and a few or their near 
relatives 


making m all a company of fifty- 
one persons \\ho enjoyed the refresh- 
ments, music, recitations, and 4 the 
enjoyment of again being together 
as a family, and the next day the 
reunion was continued In an all day 
session at the country home of their 
/laughter and 
husband, 
Mr. 
and 


Mrs. James C. Torrence ,.and 
-were 


served 
with 
more refreshments, 


more music, more recitations, relat- 
ing past experiences, riding, racing, 
scuffling, wrestling, and a general 


I good time were some of the features 
' of the day, and though the parents 
are now fifty years 
of 
age 
they 


seemed to be enjoying- the whole 
proceedings hugely as the writer ap- 
peared on the scene. , 


All (the carriers from the Utica of- 


fice have arranged to go to Johns- 
town to the Licking County R. L. C. 
meeting next Saturday evening to 
Continue making the arrangements 
for entertaining the O. R. L. C. con- 
vention at Newark, July 14, 15 and 
16. 
« 


ALEXANDRIA. 


Mr. and Mrs. Howard Williams, of 


Bueyrus, Miss 
Ollie 
Parker 
and 


jrother, Howard, were guests of 
'heir 
grandmother, 
Mrs. Lorain 


Parker, last Saturday. 


Mr. and Mrs. P. M. Ashbrook en- 


ertained Sunday, Mr. and Mrs. Allen 
Longwell and family, Mr. and' Mrs. 
Tohn Kirby and family of Johns- 
to^vn. 


Mr. and Mrs. Holmes Oyler, 
of 


Lithopolis, were guests of the for- 
mer's aunt, Mrs. Carrie Buxton, and 
lamily a few days last week. 


Miss Genevieve Bline spent sev- 


3ral days last week in -Newark, the 
?uest of Miss Florence Forsythe. 
They attended 
the 
Newark 
high 


Higrh class down town residence, one 
of the best locations in the city, 
parties leaving town reason for sel- 
ling- Moore & Son, Tiust Bldg. 
o-ll-tf. 


WANTED—FBMAJjK HEIiV 


A middle aged wonmn to stay with 
t\vo old people. 
'Light work 
and 


SOOL! pay. 
Address Box 'il'2. Utica. 
Ohio. 
• 
'. 
<i-19d3t* 


Girls over 18 year& t6 work in halter 
factory. Apply E. T. Kujftf & Co, 


, ^ 
B92Bdtt ' 


WANTBJJ^—MAMS HELP. 


First class boy. Address reply to box 
S1.26 care Advocate. 
6-lSdSt. 


House to house salesmen for out of 
town work. 
High class men only. 
Call 7 to S. p. m. Mr. Foster, Hotel, 
Doty. 
C-17d3t* 


Wanted men to learn the barber tiade. 
Be independent. 
Few weeks com- 
pletes. Positions waiting. Our Grad- 
uates qualified lor "best jobs. Wages 
while teaming. -Tools given. - Cat- 
alag mailed liee. Moler Barber Col- 
l«s:e, Cincinnati, O. ' 
6-13d6t* 


FOB 


CHECK PROTECTORS. 


2 Defiance clieck protectors. 


One slightly used $3.00. 
One good as new $5.00. 
Call at Advocate office. ' 


6-15dtf 
< 


2 large lots, Hudson Ave., 3 larcre lots, 
West Church stieet. Sewer and pav- 
ing- paiti. 
Will take small house as 
part payment 
Fred C. Evans, 122 
E. Mam. 
Res. 
Phone Auto G191 
•Business ^ Phone Auto ' 1211. . . . 


ichool commencement last 
Thurs- 


day evening. 


Mr. and Mrs. Stanley Jones, of Co- 


lumbus, were guests of relatives and 


AND HE DID! 


and 


Cincinnati Live Stock. 


Cincinnati, June 19o — Hogs 


eeipts 5400; steady; 
packers 


huichers 8. 15 <g> 8. 30. 


( Cattle — receipts 
500; 
steady; 


steers 5.75 (ft 8.65"; calves steady. 


Sheep — receipts 
6,000; 
steady; 


lambs steady 6.50 9.40. 


MONEY TO LOAN 


—ON 1A8Y TERMS— 


5% 


INTEREST PAID ON DEPOSITS. 


LICKING COUNTY BUILD- 


ING & SAVINGS COMPANY. 
U North Third 8t, Newark. O. 


Chicago Markets. 


[ASSOCIATED PRESS TELEGRAM] 


Chicago, June 19.—Wheat prices 


advanced today 
in sympathy with 


^t'-orip'er 
Liverpool 
cables. 
The 


prospects were also that the domestic 
visible supply total Monday would 
show "a decided falling off. 
More- 


oveij, it was said that rural accept- 
ances had been light on bids from 
'here fo^ wheat to arrive. 
After 


opening 1-8 
to 5-8 
higher, 
the 


market continued to lean to the bull 
side. 


Although corn at first reflected 


the strength' of wheat, 
a reaction 


soon took 
place. 
Buying 
power 


seemed to have beea exhausted lor 


HENRY-COME HERE flT 
ONCE,fl/VJ3 HOOKUP 
MYHRE55!? 


triends in town • a few . days the 
last of the week. 


Mrs. Alice-Nichols and son Edward 


ire visiting relatives in Plain City. 


Mrs. Silas Taylor, of St. Paris, O., 


is visiting her daughter, Mrs. L.-F. 
Taylor. 


Mr. and Mrs. S. E. Gilbert and 


Mark Smith, of Pataskala, were visi- 
tors in town Sunday. 


Rev. 
L. P. Taylor spent Tuesday 


m Columbus on business. 


Mr. and Mrs. J. D. Loyd enter- 


tained Sunday, Mrs. J. E. Loyd and 
three children, of Garret, Ind., Mr. 
ind Mrs. Will Loyd of 
Granville, 


Misses Mary and Elizabeth Loyd of 
Granville, Mr. and Mrs. V. J. Ham- 
aiond. 


Miss Ila Brooks visited her broth- 


er, George Brooks and wife, near 
Zanesville last week. 


Mrs. Ida Rogers and daughter, 


Elizabeth, Mrs. Lyman Rogers and 
two children, are visiting relatives 
In town. 


The Builders Class of the M. E. 


Sunday school was entertained at 
the home of Mr. and 
Mrs. J. 
U. 


Sprinkle, near Pan^ Handle, Tuesday 
evening. 
/ 
"" 


The remains of Mrs. Eva Collins, 


who died at her home in Fostoria, 
were brought here Friday and buried 
in Maple Grove cemetery. 


Mr. Spillman, Mrs. William Vogel, 


and son Harold, of Newark," spent 
Sunday at the home of H. D. Bline. 


Miss Roby, of Pataskala, is visit- 


ing her friend, Miss Mary Brooks. 


Scott Ramey, of Newark, was in 


town Tuesday. 


Mr. and Mrs. Lou Beaumont, and 


daughter Sarah, and 
Miss 
Louise 


Ralston, of Newark, were guests of 
the former's mother, 
Mrs. 
Dolly 


Beaumont, last Tuesday. 


Mr. and Mrs. T. 
H. 
Ross, 
of 


Johnstown, were guests of Mr. and 
Mrs. G. M. Van Ness last Saturday. 


H. D. Bline and family were New- 


ark visitors Saturday. 


Mrs. W. J. Cash and son, Day, who 


have been spending two weeks with 
Dr. and Mrs. W. D. Bishop, in Hol- 
landsburg, O., returned 
home last 


Thursday. 


Mrs. Etta Pierce of Newark, who 


has been visiting relatives in town, 
returned home Monday. 


Misses Lucile Capell and Florence 


Buxton are spending the week with 
relatives in Columbus. 


Dr. Lyle of Lafayette, Ind., spent a, 


few days this week with Miss Sarah 
Graves. 


Mr. and Mrs. Samuel Forsythe of 


Newark, were guests of H. D. Bline 
and family on Tuesday of last week. 
, The R. N. of A. entertained with a 
reception given at the home of Mrs. 
Henry Hubbard last Thursday even- 
ing in honor of Mrs. Hattie Wright, 
who moved to her 
new home 
in 


Granville Monday. 
j 


Mrs. Rose Gallant 
of- Delaware, 


spent several days the past 
week 


with her mother, Mrs. Ellis Thomas. 


Mr. and Mrs. Gail Green, of Cro- 


ton, have moved into the dwelling 
apartment of the livery barn. 
Mr. 


Green will have charge of the livery 
business. 


R. S. 'Wright and'Nfamlly moved to 


Granville Monday, where "he will 
take charge of the Case livery barn 
he purchased, 
- 
\ 


Mrs. 
Betty ,Vandenbark, of Gran-i 


All members of Centum Dancing- Club 
aie reqxiested to meet at Hilliaid's 
office at 7:30 p. m. Monday. 
6-lSJjt 


A sisect toned piano in good •condition 
for -sale at a bargain. 
Call at 65 
North Morns St 
Mrs. Matthews. 
6-19d3t* 


Large ice box. Inpuire 17 South Fourth 
street between G and 7:30 evenmgb. 
i;-i9cist* 


Ti\-o cook stoves, coal or gas, 
other 


hbusehold goods. Quick sale reason- 
able prices. C. F. Sites, 110 Hudson 
Ave. Auto phone SJM56. 


XOTICJE. 
All persons having goods in paw n upon 


•n Inch time has expired must call at 
once and take caie of same or goods 
will be sold. Cole's Loan Oflice, 34 
South Second St. 
6-17dot 


PERSONAL. 
Free—Every 
person 
troubled 
\\ith 
piles write me for large free sample 
of my remedy, enoxigh for five treat- 
ments. Addi ess, Chas. Calkins, Ne~v\ 
Straitsville. O. 
G-16djt* 


WELSH HILLS. 


Miss Clark, matron at the mission- 


ary children's home in 
Granville, 


called on Mrs. Oscar 
Osborn 
and 


Mrs. H. J. Williams last Friday. 


Mr. and Mrs. George Barber spent 


last Wednesday at the home ol Mr. 
Luther Scales near Fredonia. 


The social given at the home of 


Mr. John Hankinson on last Wednes- 
day e\enmg was 'well attended. 


James 
Barber 
of Granville is 


spending the week with hjs grand- 
parents, Mr. and Mrs. George Bar- 
ber. 


A miscellaneous shower was given 


at the home of Miss Grace Evans, 
Friday atternoon, tor Morgan Pierce 
Packham, little son of Mr. and Mrs. 
Walter Packham, the presents were 
many and beautiful. 
Reireshments 


cf ice cream and cake were served 
to the guests. 


—lice and Lawrence Jones of Ken- 


ton visited their sister, Mrs. Archie 
Hankinson last week. 


A large crowd attended children's 


meeting, Sunday evening, the pro- 
gram was good and well rendered by 
the children. 


Mr. John Hankinson and 
family 


spent Sunday at the home of Mrs. 
Ada Coulter of Newark. 


Mr. and Mrs. Berry 
Bishop 
of 


Newark spent Sunday afternoon at 
the home of the latter's brother Mr. 
H. J. Williams. 


Miss Alice Jones of Kenton is go- 


ing to spend her summer vacation 
at the home of Mr. and Mrs. Elihu 
Hayes, near Granville. 


Mr. Edward Steadman from 
the 


missionary children's home, at Gran- 
ville, is spending the Summer vaca- 
tion at the home of Mr.. Oscar Os- 
'born. His brother Livingston is at 
,the home of Mr. H. Williams. 


Auto runabout, has been run only 5000 
miles, condition good, Mohair top, 
Stewart speedometer. 
Price $17.'i.OO. 
Knquire 60 Stevens St. 
G-lSdot* 


Ono IS foot counter, two show cases. 
a bargain is sold at once. 
Apply. 
Miller's Flower -'Store, Auditouuin 
Building-. 
k 
G-17d3t* 


Twelve acres strmdins; ginss in the 
Held. 
Mostly clover. 
Veiy heavy. 
liuceive bids. 
Enquire Miss Moufl 
Mou-ir St. 
' 
G-17d3tI 


Good upright piano. As good as new. 
A. B Smith make. 
ISnquire icar of 


IMS Noith Filth-St. 
6-17d3t* 


A good live and 
well established 


business; capital required $1,500 to 
$2,500. It interested act quick. Ad- 
dress Box 263, Newark, O. 6-15dl2t-1- 


Car Hominy feed in bulk. C. S. Osburn 
& Co., Indiana St. Both phones. 
6-2dtf. 


Safe, letter copy press, 5 large tables, 
51 good chairs, 2 No. 20 Wchrle 
heaters, gas quadruple heater, office 
desk, cabinet 55 drawers with locks, 
lot 
of 
picture 
frames, 
teaclier'3 
anatomical 
chart, 
tellerian, 
globe, 
hotel desk, stand. 
Phone 4144. 
6-ldtf. 


Car load of fancy winter wheat bran 


in 100 Ito. sacks. 
C. S. Osburn & 


Co., 
Indiana street. -Both tele- 


phones. 
- 
5-28tf 


Arsenate of lead for spraying: Dis- 
infectants, 
Lice 
Killer 
and 
Fly 
Knocker. 
-G. -S. -Osburn & Co. 
In- 
diana St. Both p'hones. 
5-22dtf. 


Mattress sale; full size ?2.75 up; mop 


and furniture polish 'l9c. Kemper 
Scott. 
5-2-3 mo \ 


WANTED—MISCBLLAXEOUi 


Plain sewing to?do at home. Call Auto 
phone 3725. * 
. 
G-lSdSt. 


Good 
second 
hand grocery 
delivery 
wagon. Utica Grocery Co., Utica, O. 
6-17d3f* 


Three good laughs an hour and 


three square meals and three hours' 
work out doors every day is the re- 
ceipts given by Mrs. Thomas Bennett 
of Brooklyn, N. Y., for hying as she 
has done to the age of 102 in the 
full enjoyment of her faculties. 


Washings to do at home, 
phone 3743. 
Call Auto 
G-17d3t.- 


A goood home for a kitten. 
Call 223 
Buckingham St.'Auto phone 43'21. 
6-17d3t* 


"Wanted to rent a 4 or 5 room house. 
- Call Auto phono 4659 after 4:30 p. m, 
6-17d3t* 
/ 


Will pay highest market price for old 
roosters. 
Call at 34 South 1st St 


^ 
^ 
^^^^^^^ 
6-13dCt. 


POTJLTRT. 


White Leghorn baby chicks. 
Enquire 


100 West Locust St. 
Auto phone 12SO. 
, 6-17d3t* 


FOB SALE—IJVE STOCK. 


ville, spent la*st Friday with 
mother, Mrs. Mary Barns. 


hor 


Read Advocate Wants. 


General puruose horse, ibuggy-and har- 
ness. Cheap. 
Inpuire 
Mr. Hblman 
rear Idlewilde park. 
* 
6-19d3t 


Horse, 5 year old gelding. 41so phaeton 
and harness,, only used 3 months. 
Call at 290 South Union St 
after 


4:30. _ 
6-lSd3t* 


Pony, weight about SOO pounds. Sound. 
Enquire 217 Euena Vista Street. Auto 


LOOT. 


Next t' listehin' t' somebuddy de- 


scribe a play ther hain't notbin' as 
tiresome as waitin' for a parade. Th' 
feller who used t', laugh so loud at 
mother-in-law jokes now has a mar- 
ried son who'd starve t' death with- 
out his wife's mother. 


Watch chain, fob and Masonic charm, 
Tuesday evening. - Keward if r.eturn- - 
ed to E. S. (Miller, 42^i Hudson Ave. 
_ 
•6-18d3t* 


Black ribbon fob with Knight Templar 
charm. Finder kindly leave Masonic 
Club or call Citizens phone 1910. 
_ 
: _6-17d3t* 
_ 


Small black leather purse containing 
srriall change and car tickets lost at 
High School 
Auditorium, 
Tuesday 
evening. Return to Advocate. 


•_ 
6-17d3t. 
. < ! 


Vacuum cleaner off of delivery, wagon 
Return to Hotel Doty, Room 19. Re- 


x 
6-17d3t* 


FOB SALE OB EXCHANGE., 


For'Sale or exchange for Real''Estate, 
- 5> "Passenger1 Touring car. - Cadillac! 
Rees-Tl, -Tones.- , 
T, 
. , - - • - - • - 


TOOT OWHMCOGMT ! 
Try Hurio* Sy« B«medy for ]»«. n i 
BJM and GrannlaMd ByetWi; No I 
Comfort. ' Writ* for Book of tb« 
Juit Sire Comfort. ' 
••IttAMi MMtM 


/ ., 
NOTICE: 


Notice is hereby given that at ten 
o olopk a. m.-on July 13. ini.j. a special*- 
meeting1 of the stockholders of Tho" 
Kawlings Music Company will be held 


i, £1 i £e °/i said company in Nevy- 
arK, 'uiuo for the purpose >.of consider- 
ing the advisability of dissolving said 
corporation. 
- 


fi-19FrMt. 
A. L. Rawlings, - 


— 
President. 


There are' 140 savings banks' In 


New York State, 


A< 


V ,' 


I 


v 
? 


FRIDAY. JUNE 10, 1014, 


$1H «/ Nc,^nfiVV .>; i, -trf ,,,,w,(,,1^^ 
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Brevities 


MASONIC CALENDAR. 


Acme Lodge, 1<V* A. M., 554. 


Thursday, July 9, 7:30 p. 
m. 


Regular. 
Newark Lodge, No. 07, F. & A. M. 


• Friday, June 19, 7:00 p. m., M 
M. and Examination. 


Sunday, June 2$, 


Church. 


6:30 
p. m., 


Friday, July, 3, 7:30 p. m., Reg- 


ular. 
Warren Chapter, No. 6, R. A. M. 


Monday, July C, 7:30 p. m. Reg- 


ular. 
St. Luke's Commandery, Xo. 34, K. T. 


Tuesday, June 
30, 7:30 
p. m. 


Regular and election of officers. 
Bigelow Council B. & S. M. No. 7. 


Wednesday, July, 1, 7:30 p. m., 


Regular. 


Special Sale This Week. 


• Choice of -my Bedding 


Plants, Geraniums Salvias 
etc., 5c. each. 
Get them at 


the Greenhouse or at our 
market stand. No Deliveries. 
Halbrooks the Florist. 6-mt 


Carpenters Take Notice. 
, 


Membeis of Local Union No. 136, 


C. and J. of A. are hereby requested 
to attend next regular meeting to be 
lieM Monday evening, June 22, 1914, 
to transact business of importance. 
Refreshments will be served after 
adjournment. 
Howard Wilson, Rec. 


Sec. 
19-3t 


JAMES' HEADACHE 


POWDERS-GREAT 


Get B dime package—In a'tew mo- 
meiits the worst headache 
_, 


fades away. 


You can clear your head .and re- 


lieve a -dull 
splitting 


throbbing headache in 


Loyal Order of Moose. 


Licking lodge No. 499 will meet 


every 
Thursday 


o'clock. 


evening at 
7:30 


Mazda Program Tomorrow. 


"Conscientious Caroline." — Edi- 


son."The Test of Courage."—Lubin. 


"Teaching Father a 
Lesson."— 


Selig. . 


•:• 


* FIRST PRESBYTERIAN 
4 


4> 
CHURCH SUPPER * 


4. 
Saturday, June 20 
4- 


4- 
1:30 to 7:30 


4- 
' 
MENU. 


4- 
Baked Smoked. Ham 


4- Escalloped Potatoes 
New Peas 4- 


4- Bread 
Jelly 
Garcia Salad 4- 


4- Ice Cream Cherry Dope Cake 
4- 


4- Ice Tea 
Coffee 4- 


4. 
2 Sets 
4- 


4. 
„ 
lS-2t 
4- 


.j. »i# .j. 41 4* 4* 4* 4* 4* 4* 4* 4* 4* 4* 4* 4* 


OF THE/THEATER" tlie 


first of Alice Joyce series at 
the 


Mazda tonight. 
19-lt 


The banics and the building asso- 


ciations of tlhe city will close Thurs- 
day of each week at 12:00 o'clock. 


6-2-tf 


Ask your grocer for "Licking 


Brand" Creamery Butter. 4-27-tf 


"JUDGE DUNN'S DECISION," 
a 


strong stoi'y of up-to-date tashion- 
al>le life, will be 
shown at 
the 


OR AND tonight in two-parts. 19:lt 


Uncle Sam used, 4,500,000 barrels 


of Atlas Portland Cement on 
the 


Panama Canal. 
Specify Atlas 
for 


any kind of cement work because 
it is best. The P. Smith Sons Lum- 
ber Co. 
G-16-tf 


Special Salq of Panamas.., 


See our three dollar special Pan- 


ama. 200 while hats from $1.98 to 
$3.98. A nice hat of Turkish towel 
and linen outing' hats at s50c. Mar- 
garet Boyer, Milliner, 5G South Sec- 
ond street. 
6-18d2t 


Mr. Carroll Seriously 111. 


Miss Mame Carroll of Cincinnati, 


has been called home by the serious 
illifess df her father, Mr. Patrick 
Carroll of Front street. , 
Thursday Half Holidaj. 


Following Newark's example, the 


Zanesville retail dry 
goods 
stores 


will close Thursday afternoon for 
the next three months. 
Looking Alter Improvements. 


County commissioners Friday vis- 


ited several of the county road im- 
provements which are under way, in 
the eastern section of the county. 
Birth Announcement. 


A fine thirteen pound baby 
girl 


was born to Mr. and Mrs. Stanton 
Hillory of 133 Clinton street, Tues- 
day. 
The name of the baby is Eve- 


lyn Marie. 
Condition Improved. 
The condition ot Riley B. Couch, 


58 South Third street, well 
known 


contractor, was much improved, Fri- 
day, and lie was able to be about 
his home. 
Communion Services. 


Communion services at St. John's 


Lutheran church (4 
miles 
south- 
east of Newark) Sunday 
morning, 


June 21, 10 a. m. Children's day in 
evening. H. L. Greenwalt, pastor. 
Company B. Old Guard. 


There will be a meeting of the 


company in Memorial hall armory, 
Saturday, at 2 p. m. Every member 
of the company is required to be 
present. Mathew Bausch, captain. 
Will Establish Local Ollice. 


Mr. J. O. Ryan, 
supervisor 
o£ 


agents of Ohio for the Pittsburg Life 
Insurance company was here 'Friday 
completing details, for 
establishing 


representation for the company in 
•Newark and Licking county. 
Chance lor Teachers. 


The position of Principal and As- 


sistant Principal in the Johnstown 
High school have been declared va- 
cant by the Board, and now are open 
for applications. Gid Rowe, is clerk 
ot the Board of Education. 
Newark Man's Story. 


"Getting men out 
of the 
dead 


or 
violent 


_„ 
a 
moment 


with a Dr. Janes' H'tadache Pow- 
der. 
This old-time headache relief 


acts almost magically. 
Send some 


one to the drug store now for 
a 


dime package and a few moments 
after you take a powder you 
will 


wonder what became of the head- 
ache, neuralgia and pain. 
Stop suf- 


fering—it's needless. 
Bt sure you 


get what you ask for. 


Personal 


CANNOT 


ON WAGE SCALE; 


MAY ADJOURN. 


(ASSOCIATED PRESS TELEGRAM) 


Columbus, June 19.—Miners and 


operators still were deadlocked today 
in their attempts to arrange a wage 
scale for Ohio. The sub-scale com- 
mittee of three operators and four 
miners appointed yesterday discussed 
different rates behind closed doors 
nearly all day and it was announced 
-by participants 
in the conference 


that no apparent progress had been 
made toward reaching a settlement.. 


Adjournment of the sub-commit- 


tee is not looked for until tomorrow, 
it was said. 
Unless different ele- 


ments enter into the discussions by 
that time than are involved now, it 
is thought porbable the committee 
will report a disagreement, _and ne- 
gotiations will be broken off be- 
tween the two factions for the third 
time since the present strike and 
idleness of miners began April 1. 


SULPHUR DRIES 


UP ECZEMA AND 


STOPS ITCHING 


This old time skin healer is used 


just like any cold cream. 


Cant Sag" Farm 
Gates 
simply 


Cant Sag, are light, 
strong 
and 


cheap. 
The P. Smith Sons Lumber 


Co.- 
6-16-tf 


Notice. 
>tice. -N 
Dr. Rollin Sook, has the telephone 


number 4332, which is in the book 
under the name of Dr. Morse. 
Of- 


fice, Corner Church 
and 
Hudson. 


Eye, Ear, Nose, Throat and fitting of 
slasses. 
lS-3t* 


All who are .interested in Child 


Welfare work.call Auto phone 5443 
17-3t 


"NINA OF THE THEATER" the 
at 
the 


19-lt 
first ol Alice Joyce series 
Mazda tonight. 


Millinery. 


See our special .$3 Panamas this 


week. 
A lot of outing hats at 50c 


up. 
Margaret Boyer, Milliner, 56 


South Second street. 
6-lSd2t 


Ox- 
Gabkee's East Main street, 


fords Baby Dolls, Dress Shoes 
Work Shoes. 
17-41* 


Auto Livery and 
Ta\i., 
Chas. 


AVhitehead, 
Auto 
phone, 1785. 


16-6t* 


HEARST-SELIG 
W E E K L Y 


"EVENTS at the GRAND tonight. 


19-lt 


Chalybeate Spring Water Is pure. 


For prompt 
deliveries 
call 
Auto 


Phone 1318, or Bell 741-R. 
Office 


36V W. Main, opposite Advocate of- 
" 
4-16-d-tf 


Atlas Portland 
Cement is the 


Whitest and Best for sidewalks. Spe- 
cify Atlas and you need not worry. 
The P. Smith Sons Lumber Co. 


i 
6-lC-tf - 


Dr. A. V. I>avls, i>entist. 


Teeth extracted without pain. Of- 
p 30, i£ wp<*t Main street, opnosite 


Advocate offion. 
4-1 G-d-tf 


Who 


Mylins. 


uieans 
Carpets'? — Phone 


4-3-tf 


We renovate, sconr carpets, make 
Phone Frank 


3-27-tf 
them look Ilk* new. 
Myliiis. 


Ask yonr grocer 
for 
"Licking 


Brand" Creamery Bntter. 4-27-tf 


Hot! Ye's. Phone Mylius for Awn- 


ings. 
6-13-12t 


Lyric Theater, 
Saturday, June 207 


'"The Fo\," with Robert Leonard. 


2 reel.—Hex. 


"The Passing of the Beast."— 


Nestor. 


"Willy -Walrus and the Baby."— 


Joker. 


Guns and Revolvers repaired •* 


. Elmwood Court, m-w-f-tf 


'/ 
»NTNA~OF THE THEATER" the 


fir<itr.of~ Alice Joyce series 
at 
the 


-Mazda tonight. _ 
_ 
19-lt 


HT3 ARST-S E L I G 
W E E K L Y 


EVENTS at the GRANO toniaht. 
19-lt 


beat class" is the caption of a very 
interesting and well written article 
in Business, the magazine for office 
store and factory- 
The story which 


is illustrated, was written by Mr. 
Fred Sites of this city. 
Has Bloodpoisoiiing. 


Carl, the six year old son of Mr. 


and Mrs Joseph Minnick of Nash- 
port, was brought to Newark, Thurs- 
day suffering with bloodpoisonmg. 
His left leg , is seriously 
infected, 


•fhe child was taken to the office 
of Dr H H. Postle who attended 
him and he was then removed to the 
City Hospital. 
To Take Bar Examination. 


James M Schaller, son of Mr. and 


Mrs. Charles Schaller of Elmwood 
avenue, who graduated from Wash- 
ington University, will continue the 
study of law during 
the 
summer 


months in thp, offices of Attorney 
Link Russell and in the fall will 
take the state bar examination at 
Columbus aiter which he expects to 
practice the legal profession in this 
city. 
Hartford Fair Secretary. 


W. H. Siegfried, the popular mail 


carrier, rural route No. 1, out of 
Croton, has retired from the posi- 
tion ot Secretaiy of the 
Hartford 


Fair Board, after fifteen years of 
ctticient service. 
Mr. Siegfried has 


always given careful attention to the 
aifairs of the association. 
He has 


been succeeded by Mr. R. B. Stumph 
who will no doubt be just as success- 
ful in managing the business of the 
Hartford Fair. 
Filed Affidavit. 
Frances Sparks, a young domestic, 


on Thursday afternoon appeared be- 
fore Mayor Bigbee and filed an affi- 
davit against 
Ray 
Kidwell 
alias 


"Buck" Kidwell, charging him with 
an assault and battery 
upon 
her 


Wednesday night, when she says the 
man struck her in the 
face. 
Kid- 


well was met on the 
streets and 


taken into custody, saying 'he was on 
the way to give himself up. Mayor 
Bigbee will hear the case Saturday 
morning. 
For County Superintendent. 


Proi. J. C. Marriot of Athens, O , 


was in town 
Tuesday 
afternoon. 


Prof. Marriot 
is Principal 
of the 


High school in Athens and is in the 
field for County Superintendent of 
schools. Mr. Marriot is a native of 
Licking Co., 
and 
was 
Assistant 


Principal of the High school of New- 
ark before going 
to Athens. 
He 


was also one of the county examiners 
at the time 
he left 
Newark for 


Athenar Mr. Marriot is a splendid 
man and well qualified for the posi- 
tion he seeks.—Johnstown Indepen- 
dent. 
Interest In Johnstown. 


Quite a number in this neighbor- 


hood s.ent in answers in the Book- 
lovers Contest held by the Newark 
Advocate. They await anxiously the 
arrival of the Advocate each evening 
now as they are printing six correct 
answers and reproducing 
the pic- 


tures in each " iss"ue. 
Several 
in 


Johnstown have made a good show- 
ing so far at least two having missed 
only four out of the thirty reported. 
The highest number given out by 
the Advocate as correct In the lists 
already completed was 63" out of a 
possible 
seventy.—Johnstown 
In- 


dependent. 


Stanley Dove of Utica was in the 


city today. 


Capt. Verne Priest made a business 


trip to Columbus today. 


F. R. Davy of Cleveland was in the 


city on business yesterday. 


Fred Palmer of Columbus was a 


business visitor in the city today. 


Fred S. McConnell and E. H. Fair- 


child of Mt. Vernon were in the city 
yesterday. 


Miss William Bourne, who has been 


suffering with the measles, is con- 
valescing. 


Miss Marion E. Weiant leaves tor 


a visit to Yonkers, N. Y., tins even- 
ing. 


Mr. and Mrs H. D. Foster of Cleve- 


land, who have been visiting in the 
city, left today for home. 


Mrs. J. Robe and daughter Miss 


Mildred of Woods avenue, are spend- 
ing the day in Columbus. 


Rev. Charles Laughlin will go to 


Frazeysburg to participate in the com- 
mencement exercises Saturday. 


Mrs Edward Sprow of Bucyrus, is 


spending her -vacation with Mrs. W. 
H. Smith in Buena Vista street 


Mr. Joseph M. Fisher of Cleveland 


is visiting his parents, Mr. and Mrs. 
J E. Fisher of 39S Eastern avenue. 


David Zollars and mother, 
who 


have been visiting in this city, toured 
back to their home in Canton today. 


Jesse and Carry Baughman attend- 


ed the Christian Endeavor of the U. 
B. church at Lancaster, 0., Thursday. 


Mrs Elizabeth Daugherty of East 


Church street is visiting in Sandusky 
the guest of her son, Walter Daugh- 
erty. 
T. J. Daley, chief clerk to the di- 


vision superintendent at the B. and 
O., returned yesterday from 
Balti- 


more. 
Miss Mary Fulton of St. Louis will 


arrive in Newark tomorrow to spend 
the summer at her home in Seventh 
street. 
Mrs. B. F. Vorhees and children, 


Francis and Pauline, are guests of 
Mrs. Mary Weiney and Mrs. Edward 
Kibler. 


Mrs. Bessie Paros 
and daughter 


Sophie of Cincinnati are visiting ner 
parents, D. G. Baughman in Sherman 
avenue. 


H .F. Moniiiger of New Concord is 


in the city for a few days, returning 
the first of the week, accompanied by 
his wife 


Miss Ora Hall has returned 
from 


Columbus where on" Wednesday she 
attended the funeral of ex-Warden W. 
N. Darby. 


Mrs. David Goldberg 


STILL CONTINUE 


TO PICKET PLANT; 


IS NO DISORDER. 


[ASSOCIATED PRESS TELEGRAM! 


Pittsburg, 
June 19 —Thousands 


of Westmghouse strikers assembled 
at the'Turtle Creek playgrounds to- 
day and signed a monster petition 
which later in the day the officers 
of the Allegheny Congenial Indus- 
trial union planned to present to E. 
H. Herr, president of the Westing- 
house Electric & Manufacturing Co. 


The petition sets forth that the 


signers are members of the union 
and they stand for the 
demands 


made upon the company two weeks 
ago. 
The purpose of the petition 


was to convince the management that 
fully 85 per cent, of the working 
force was affiliated with the union. 
Picketing 
continued 
during 
the 


night, but there was no semblance of 
disorder until the Union Switch & 
Signal/ force went to work this 
morning. One arrest was made near 
the works. 
Bridget Kenny, secre- 


tary of the union, commanded the 
pickets last night. 


With the first application of bold- 


sulphur cream the angry itching at- 
tending any eczema eruption ceases 
and its remarkable healing powers 
begin. 
Sulphur, says a renowned 


dermatologist, 
'just common bold- 


sulphur, made 
into a thick 
cream 


will soothe and heal the skin when 
irritated and 
broken out with 
Ec- 


zema or any form of eruption. 
The 


moment 
it is applied all 
itching 


ceases and after two or three ap- 
plications 
the Eczema 
disappears, 


leaving the skin clear and smooth. 


He tells Eczema sufferers to get 


from any good pharmacy an ounce 
of bold-sulphur cream and apply it 
to the irritated, inflamed skin, the 
same as you Would any cold cream. 


For 
many years this 
soothing, 


healing sulphur has occupied a secure 
position in the treatment of cutane- 
ous affections by reason of its para- 
site-destroying property. 
It is not 


only parasiticidal, but also antipru- 
ritic, antiseptic and remarkably heal- 
ing in all irritable and inflamatory 
conditions of the skin. While not 
always establishing a permanent cure 
it never fails to instantly subdue 
the irritation and heal the Eczema 
right up and it is otten years later 
before any eruption again appears 
on the skin. 


The American Society for Thrift 


offered a prize to school children for 
the best definition of thrift. 
The 


prize was won by Hazel Haag of 
Warren, Pa. Her 
definition 
was: 


"Thrift is management of one's_/af- 
fairs in such a manner that the /val- 
ue of one's possessions is being con- 
"stantly increased." 


There has been an immense in- 


crease 
in the imports 
of sewing, 


knitting and embroidering machines 
in China in the last three years. 


SUMMER VACATIONS. 


Before starting on your, out- 


Ing remember to order the Ad- 
vocate to' follow you. No mat- 
ter how long you are 
to be 


gone, no matter how frequently 
you change your 
address 
the 


Advocate will go where you go 
if you only leave word. No ex- 
tra charge. 
Before you start 


telephone co this office. That's 
all that is necessary. 


•i- 
4- 
4- 
4- 
4- 
4' 
4- 
4- 
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4> 
4- 
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TAKEN TO COLUMBUS. 


Officer Nugent of the 
Columbus 


police department came to Newark 
today and took back Brady Wayde 
and Herbert Smith the two Newark 
young men, who are suspected 
of 


stealing an automobile, from Colum- 
bus, bringing it 
to 
Newark 
and 


wrecking the machine by running it 
into a telegraph pole in Texas. 


Those wishing to attend summer 


school, both high school and grades, 
and have not registered, come 
to 


Central Building, Monday evening at 
ft oVJock. 
\E, V. Bowers, or 
Auto 


'Phone 1479. 
19-2t 


of Wilming- 


ton, Del., is visiting her parents, Mr. 
and Mrs. Michael Schonberg in Hud- 
son avenue. 


Mrs. F. M. Howard has returned 


home from a visit in Chicago and 
Garrett, Ind , where she was the guest 
of Mrs. W. T. Egan. 


Mrs. E. H. Oberland, who has been 


visiting with Mrs. W. H. Smith of 
Buena Vista street has 
returned to^ 


her home in Bucyrus. 


J. Stanley Brown, superintendent of 


the Joliet, 111., schools, returned home 
last night, after attending commence- 
ment exercises at Granville. 


Mr. and Mrs. A. F, Henley 
and 


daughter Minnie left Thursday for a 
trip to Toledo, Cleveland, Detroit, Ni- 
agara Falls and Buffalo. 


Deputy Fire Marshal, John H. Baird 


went to Hanover this afternoon to in- 
spect some property upon an order 
from headquarters in Columbus 


George 
Schlosser 
of 
Lawrence 


street, whose legs were severed by a 
freight tram while near the Wehrle 
stove works about one month ago, is 
improving nicely. 


Miss Martha Fhirschutz, the well 


known music teacher, left for Frazeys- 
burg today. 
Miss Fhirschutz 
will 


play a violin solo at the Frazeysburg 
commencement. 
, 


Miss Wilhelmina Mohlenpahof this 


city, who has completed her course in 
Bachelor of Arts at O. S. U. and re- 
ceived her diploma with honors, will 
return home today. 


Messrs. Clarence and Melvin Tooth- 


man have* left for Kansas City, where 
they will spend the summer. They 
are brothers of Mrs. J. W. Davidson 
of West Holliday street. 


Master Sheldon Ecl.felcl of Hudson 


avenue is visiting his grandparents in 
Delaware. 
His mother, Mrs. B. L. 


Eckfeld, is visiting in Columbus. 


Boys' Work Secretary Homer B. 


Frater of the Y. M., C. A. at Greens*- 
burg, Penn., formerly of the Y. M C. 
A. of Columbus is the guest of Assist- 
.ant Secretary Bails of the Y. M. C. A. 


William A. Fleming, jr., of Day 


avenue, left this morning to visit his 
sister at Houston, Texas. On his re- 
turn he will stop at Dallas, Texas, on 
business for the Advance Glass com- 
pany of this city. 


ARCADE MARKET 


SPECIALS for SATURDAY 


Sugar 
Beef Plate Boil 
10c 


CANNED GOODS 


s 


Blackberries" 
Strawberries 
Apples aiid Pears 
30c (Mfcc 
22° 


Flour 
45c 


Plenty of lamb, veal and all choice meats. 


High speeds have been attained in 


transmission by^wireless telegraphy. 
A recent test resulted in sending 145 
words a minute.r The 
record 
for 


writing on a typewriter is 116 words 
a minute. 


Funeral of Charles Myers. 


Funeral services for Cliarles Myers 


will he held at his home 
in 
404 


Wehrle avenue Saturday afternoon 
at 12:30 
o'clock. 
Interment 
at 


Cedar Hill. 
t 


NO MORE 
NO LESS 


475.00 


errifield Player Piano 


The player that has no "talking" points outside, 


but gives no trouble, good service and a warranty un- 
limited for durability inside. 


T. W. LEAH, Sales Director 


Office Phone 3745. 
House Phone 7305. 


IcM^ajs/liasiaeiSIiaiSISJ^^ 


DO YOU MAKE YOUR 


OWN DRESSES ? 


We wish you would all come and 


see the wonderful New Summer 
Dresses. 
Then you would save. 


yourselves many hours of hard work 
these summer days, and the prices 
are so reasonable* 


Think of it—dozens of the newest 


, New York styles, and the new 
materials^ many of them washabler- 
and best of all, the entire dress 
costs hardly anything more than you 
would pay for the material only. 


Prices begin at 
. 
«pZ«4o 


and go up to 
. 
$8.50 


Wash Skirts—newest model at $1.25 


PAY US LATER WHILE 


YOU WEAR THE CLOTHES 


WE CLOTHE THE FAMILY 


MEN 


SEE THOSE TRUE BLUE SERGE 
SUITS STRICTLY ALL WOOL $15 


LADIES' SUITS—MILLINERY 


The sales continue—See our big ads 
for full particulars; prices mean that 
YOU SAVE HALF 


Larus-Altheimer's 


's Clothing Co. 


7 S. Third Street 


@ 
iB!^ 


DELIGHTFUL DERMA VIVA 


THE IDEAL POWDER 


Will make the Skin as White and beautiful as a babe's. Is 
absolutely invisible. If your hands, arms or neck are red, brown, 
dark or streaked, try it once and note the wonderful improvement. 
In liquid form—flesh and white, 50 cts. In powder form—white, 
flesh, pink, or brunette, 50 cts. Accept no substitutes. 
FOR SALE BY 


T. J. EVANS 
WARDEN HOTEIj BLOCK 


Way to Go. 


Ohio Electric 


Railway 


For 


A DAY'S OUTING 


A WEEK END TRIP 


YOUR SUMMER VACATION 


Go To 


BUCKEYE 
INDIAN 


LAKE 
OR LAKE 


IDEAL RESORTS FOR 


REST AND RECREATION 


FOR Rates, Folders and Further Informa- 


tion see Agents, or Address 


W. S. WHITNEY, G. P. A.,.. 


Springfield, Ohio. 


AD IN THE ADVOCATE CLASSIFIED COLUMNS WILL PA'S 


Now Is Your Chance At 


The Newark Wall Paper Co, 


Permanent Oatmeals 
9 cents 


Varnished Tiles 
1O cents 


Nothing in bur large stock of Wall Paper over 1O cents. 


FOR CASH ONLY 


'fP^rF 


THE NEWARK 
DAILY AD.VOOATE 


For Tomorrow 
An Unusual 
Value 
In"Kayser" 
Silk Gloves $1 
a Pair 


SILK GLOVES 
Time has tested 
them nnd CMXTI- 
CHCC IM» pro\«l 
them 
the bc-t 


silk plove made. 
A=>k for them at 


our Glove 
Department 


Short"K4YSER" Silk Gloves SOc to S1.2S 
Long"KAYSER" " 
" 7Scto$2.0o' 


"THETIPS OUTWEARTHE GLOVES" 


FOE YOUR SUMMER PORCH 


You will need new cushions. Xothmg so pretty as the cretonne 


cushions finished with a fne inch uiffle, in a big assortment of 
floial and geometrical designs 
On sale at—each 
. 
...23i- 


IT'S 


THE PLAY SEASON 


FOR 


THE CHILDREN 


They will enjoy the summer m 


one of those comfortable khaki play 
suits 
Your choice of the INDIAN 


CHIEF, KCOUT, COWBOY or COW- 
GIRL styles at—a'suit 
.. 
08c 


ieicliaiifs 
Closin 
Sal 


OF 


AT 1-4 OFF REGULAR 


PRICES 


FT 
mh the last few days' sell- 


ing has sic.itlj i educed our stock oi 
FRESH Alll KUKVfTl'UE, \vg still 
h:ue a bin v«riet> of the real iip-to- 
daie iinicty lo select 


The polity ol tliis store—never to 


cairy anjthinn over irom one sea- 
son to another—demands us to dis- 
pose ol e\erj piece in this, the most 
complete line of its kind in Newark, 
thus the unusual 


We place on sale tomorrow a ne\\ glo\e gotten out 
by 
the 


"Kay.ser" people in ;> lU-button length, \\itti an all-o'^er embroid- 
ered aim. A beautiful quality silk, in \\hite only 
Heretofore the 


"Kavser"' people have ne\er gotten 
out 
a 
glote 
in 
IB-button 


length to retail at less than ?1 50, but this -value will be placed on 
sale Saturday morn ins?—all sues—a pair 
$1 


IN THE HOSIERY DEPARTMENT 
LADIES HOSE 18c PAIR 


Sheer llsie Hose in ail s>'zes in black, white, pink and blue 
A 


qualit> alw.ijs sold at :Hc, but on account ot slight imperfections. 
Mai Iced—a pair 
. . . . I8c 


LADIES HOSE 35c PAIR 
lleaij silk boot hose with high spliced heel. 
All sizes in tan. 


black ami white 
35c a ]iaii> or three pairs lor !?1,00 


LADIES VESTS 7c EACH 


Regular sizes in ladies' vests, low neck, no slee'ves, tape finish 


The \cst usttall.N sold at lOc—marked special—each . 
7c 


UNION SUITS 35c EACH 


Bleached union suit, low reck, no sleeves, knee length, lace 


trimmed. An excellent quality in legular and ontsizes. 
Marked special—a suit 
: 
35c 


CHILDREN'S HATS 50c EACH 
\ 


Many choice hats m \\hite Lilians with white or colored rib- 


bon trimmings, fancy braid hats, white embroideied 'wash hats, and 
dainty styles made of coloied crepe» with trimmings 
ot 
ribbon 


Hats foimerl} marked as high PS $^.00 are all included in this 
show ing—Market! lor Saturday—each 
30c 


•F1UDAY,\JUNK 10, 1014. 


DECISIONS 


ANNOUNCED 


BYMURT 


The court of appeals announced 


decisions as follows: 


Andrew S \\artz, plaintiff in error, 


vs. The State of Ohio, deleudant in 
error: A proceeding prosecuted 
in 


the court of appeals to 
reverse 
a 


judgment of conviction 
of 
defen- 


dant on an indictment charging him 
«Mth failure to 
support 
a 
minor 


child. 
The court ot appeals touud 


no error in the record and affirmed 
the judgment of conviction of the 
common pleas court. 


-Mutual 
Benefit 
Department 
of 


Older of 
Railway 
Conductors of 


America \s. Mary l. Bland, et. al., 
motion to dismiss appeal overruled, 
and case continued. 


Leroy J. Oxley vs. Geo. Oxley, a 


suit roi alimony. The court 
held 


:he ease under ad-Usemeut, and eii- 
trj to be lurmshed later, 
covering 


the iindmg and holding of the court. 


Prank Wilson vs. Elizabeth Bel- 


:ord, et. al., injunction 
heretofore 


sseud rnodihed as per the opinion ot 
:he couit which will be filed later. 
Hie conrf made the iujimctioii, as 
nodified, perpetual. 


Michael Taff, et. al . ^s. Joseph E. 


Billo\\, Henry Dean, et. al. 
Demur- 


er sustained, and 
continued. 
The 


un w as brought to marsaal mechan- 
cs' liens. 


The -court took the 
papers 
and 


jnets in the case of the 
City of 


\"ewaik \s Newark Natural Gas i: 
?uel Co, and will announce a de- 
ision hereafter. 
The suit invohes 


he right ot the Gas company 
to 


charge the rate for gas now "being 
collected. 


|()iiency charge j-ainat the girl was, 


dismissed and ilio matter adjusted 
by the court witii Wright ordered to 
retain custody o* the girl subject to 
the court's obsc uition from time to 
time. 


Wells was represented by Attor- 


neys J. W. Homer, of Newark ond 
Ralph Blue, of Cleveland. 


Licenses. 


Harry E. ChiUote, 27, real estate 


dealer, Indianapolis, lud., and Nellie 
M. Jones, 25, Newark. 
Rev.. Don 


D. Tullls to ofUciate. 


Melvin Leed>. 21, machinist, New- 


ark, and Mai-j Hdithe Thomas, 20, 
"Newark. Rev. L. C. Sparks to offi- 
ciate. 


Mercer 
Hammond, 21, 
section 


hand, Alexandna, and Lucille Bon- 
netts, 18, Gran Mile. 
' 


YEGGS CRACK 
HEBRON SAFE 
EARLY TODAY 


Vvumfc •A<ntw«'»>jt it 


PRESIDENT 


a concessionaire named 
lestrainmg them from 


Temporary Injunction. 


Common Pleas Judge T. B. Ful- 


ton Fmld} granted a tempoiary m- 
junction^agamst Manager \Vill 
D. 


Harris, of Buckeye Lake park, and 


Lombardo, 
proceeding 


further with construction "of a fruit 
stand, in the park. 


The injunction was granted 
on 


petition of Daniel H Alspach, rep- 
resented by Attornejs Flory & Flory 
who charges that the building is an 
obstruction to his cottage and 
oc- 


cupies the only means of ingress and 
egress. 
The cottage was built sev- 


eral years ago and abuts 
on 
the 


north bank of the lake. 


Bond of $200 was required of the 
plaintiff. 


Xanied Administrator, 


Bjron S. Innis appointed admin- 


istrator of the estate of John 
\V. 


Innis, late of Etna township- bond 
$1,000. 


Juvenile Court. 


Judge Hunter 
was occupied in 


Juvenile court Thursday 
afternoon 


with a hearing of the suit for custo- 
dy of Letha Wright, a minor adopted 
daughter of Frank T 
Wright, 
of 


near Croton. 
The girl's natural 


father, J. Clinton Wells, of Cleve- 
land, sought an order of the court 
dissolving the adoption 
A 
delin- 


BABY CURED 


Of Eczema by Saxo Salve 
Maspeth, L. I. — "My dear little 


baby's face was covered with eczema 
and the constant itching was so great 
it kept him awake most of the time. 
I tried different remedies without re- 
lief until I tried Saxo Salve, and now 
my baby's face ia well." —Mrs. H 
COFFEE, Maspeth, L. I. 


If we can't cure your skin trouble 


with our Saxo Salve and Saxo Soap W3 
will buy back the empty tube. 
i< 
D 
Hall, Druggist, Newark, Ohio 


(Continued trom Page 1.) 


and threatened vain complete failure 
was regarded as highly significant. 


If it was known among 
officials 


that Minister >; ion 
was returning, 


news of it was caietully guarded. The 
minister went directly from the train 
which had broi ght him trom Xew 
Haven and Cambridge where he had 
been attending i ommeucement exer- 
cises at Yale and Harvard Universi- 
ties, to the uptown hotel where he 
was close to fie state department 
and the Wjhite House. At the White 
House it was said that it President 
Wilson knew of Minister Xaon's %isit 
to Washington he had not imparted 
the information to officials there. 


It was thought, however, that the 


mediator's visit nad been one of the 
subjects discussed at an early con- 
ference between the president and 
the secretary ol state. 


The Argentine legislation profess- 


ed not to know of the minister's ar- 
rival.. Mr. Naon at first denied him- 
self to all inten lewers.1 It was un- 
derstood, howeter, that conferences 
with administration officials had been, 
arranged later in the day. 


The issue of the note of the Mex- 


ican delegates bv Senor Rahasa and 
the reply of the American delegates 
published last night after 
it 
had 


been approved by President Wilson 
admittedly has brought the 
media- 


tion conference to a point where it 
generally is expected to fa;l unless 
one side gives away. 
The Huerta 


delegates standing firm for the selec- 
tion of a "neutral" for tne provision- 
al presidency and the American dele- 
gates no less firm that the new exec- 
utive shall be one fully approved bj 
the constitutionalists, are confronted 
with a situation which only a modi- 
fication of demands on one side can 
ameloriate. 


The general belief was that Mr. 


Xaon had returned to Washington to 
use his efforts with the 
president 


and tne secretaiv of state to prevent 
a break 
It was among the possi- 


bilities, too, that he might personally 
present the names of some of the 
men suggested for the presidency of 
Mexico. 
Almost at the hour of Mr. 


Xaon's arrival, a long message was 
received at the "White House from 
the American 
delegates. Secretary 


Bryan, after its receipt, said he un- 
derstood there "would he a meeting 
in Niagara Falls at 5 o'clock this af- 
ternoon. 
" 


The cabinet 
assembled 
at 
the 


White House as the news of Minister 
Xaon's retuin became known. Evi- 
dently none of the other members 


(Special to the Advocate.) 


•Hebron, June 19.—Burglars broke' 


into the office of the C. A. Pence 
grain and elevator building early 
Friday morning and wrecked the 
safe with (a charge of nitroglycerin. 
Had they taken the pains to try th,e 
safe door they would have found it' 
unlocked, as Mr. Pence never locks 
it at night, keeping his valuables in 
the bank. 


The explosion awakened-neighbors', 


in the vicinity and they saw two men 
running down the road which leads 
to this city. 
An attempt was made 


to get Mr. Pence, but he could not be 
located until time to open up the 
building. 


The yogginen entered by raising a 


window and forcing the lock of a 
door leading to the office. 
Nothing 


was secured as there was no. Money 
in the safe. 


Two suspicious characters ' were 


seen in the village early in the even- 
ing but as they had committed no 
depredation they were not taken in 
charge by the town marshal. 


fqr Saturday's 


DELEGATES 


(6Ihat's the Hat For Me" 


DISCOUNT OF 


on e-. ei-juiin<' 
e\(C|)t 
pieces 


m.u-ked at $1.75 and under. 


Cic\ 
and 
Willow 
Grass 


Porch rings are included 
in 


this sale. 


THE ADVOCATE CLASSIFIED COLUMNS WILL PAY 


0ur Straw Service 


goes beyond 


mere selling—we're 
style counselors too 
We study man's face and 
" put a hat on him that 
makes him. say: "That's the 
hat for me." 


Here's for you 


50c, $1, $2, $3, $4, $5 


A wonderful showing of 


Men's 
and 
Young Men's 


Panamas 
$4, $5, $6.5O 


Tbe New King Co. 
"Hatters to Men Who Care." 


had heard the news officially 
for 


they received it with expressions of 
surprise and greatest 
interest. 
It 


had been planned to give over the 
entire meeting to a discussion of the 
Mexican situation. 


With the outcome of 
mediation 


hanging in the balance, Washington 
today looked to Niagara Falls for re- 
sults of the next conference among 
the Huerta and American delegates 
and the three envoys which, it was 
•believed 
would 
indicate 
whether 


Mexico's ills could be settled through 
diplomacy. Differences between Car- 
ranza-and Villa loomed as 
a dis- 


quieting cloud on the southern ho- 
lizon, but major importance was at- 
tached to the happenings at Niagara 
Palls _ The statement of the Amerr 
ican delegates, outlining their reply 
to the Huerta missions criticism of 
the attitude of the United States, was 
widely discussed here. 
The state- 


ment geneially was interpreted as a 
conclusive showing of the adminis- 
tration's aims in the mediation ne- 
gotiations. 
That part ot the 
note 


outlining the American government's 
policy in the search for a provisional 
president for the troubled republic 
was confirmatory of previous state- 
ments. It read: 


"The effoit, therefore, should be 


not to find a neutral, but one whose 
attitude on the 
controlling 
issues 


would make him acceptable to the 
constitutionalists, while his charac- 
ter, standing 
and 
conduct would 


make him acceptable to the other 
party. 
Such a man, and only such a 


man, can reasonably be expected to 
have the confidence and respect of 
the entire country." 


While 
administration 
officials 


(Continued from Page 1.) 


egates ,that a "neutral'' De chosen, 
•the American memorandum set forth 
that to reach an agreement with the 
Huerta delegates alone without se- 
curing the appioval of the constitu- 
tionalists would be at best "a paper 
agreement" aJnd "would not stop the 
.progress of the victorious army nor 
bring that speedy peace which the 
American government so sincerely 
desires " 


Shortly before noon 
today" the 


mediators announced formally that 
no conference would be held until 
tomorrow because Minister Naon of 
"Argentina had gone to Washington. 
it is understood that he seeks to 
learn at first hand it the American 
secretary of state has anj informa- 
tion that would seem to make it ad- 
visable to continue the conference. 


Just before the 
American 
dele- 


gates w-ere notified that there would 
be no conference today they 
were 


in communication with the 
Wash- 


ington government by telephone. It 
is understood that they received in- 
structions to stand by their attitude 
as outlined in the 
statement 
last 


night and to insist on 
an 
accep- 


tance of the American plans 


In some quarters the attitude of 


the Washington government wras de- 
scribed as virtually 
an 
ultimatum, 


the acceptance of which by the Mex- 
ican delegation would be the sole 
condition on which mediation 
will 


be continued. In this connection, at- 
tention was directed in 
American 


quarters to the phraseology of the 
concluding paragraph of last night's 
statement, which was taken literally 
from justice Lamar's memorandum 
to Emillio Rabasa. 
That paragraph 
said in part: 


"The United States is a party to 


the mediation in the hope that it 


Unmatchable Values in New Depend- 


able Summer Merchandise 


i 


Beautiful Ribbons Yd. 19c 


Ribbons that formerly sold at 25 


to 35c a yard, fancy and plain col- 
ors, widths up to C inches, suitable 
for various uses, at yd 
19c 


Pretty Dress Lawns at 7c. 


~ Several 'hundred yards of pretty 
fresh, new, crisp dress lawns, light 
and dark colors, dots and figured 
paterns. Regular lOc values, 
at yd 
7c 


Embroidery Flouncings Yd. 
15c. 


Beautiful, pretty white embroid- 


ery flouncings, strong edges, deep 
patterns, fine sheer quality. Reg- 
ular 25c values, at yd 
I5c 


White Pearl Butons Doz. 3c 


These are the regular white pearl buttons put up one dozen 


on fancy cards, assorted sizes, nicely finished. 
Choice only . .. 3c 


Fancy Hand Bags only 25c 


- 
Women's and-misses' fancy white and ecru 
crocheted 
hand- 


bags, SOc kind, while they last, only 
25c 


Chiffon Foulords 25c 


These are the regular SOc chiffon dress foulards, 27 inches 


wide, in pretty blues and greens, figured and stripes. 
Not a 


full line, so we make the price, at yd " 
25C 


Dainty Wash Silks Yd. 19c. 


You will find one tableful 
of pretty wash silks, that run in 


values up to 39c a yard. Come 
in pretty plain colors, self-colored 


dots and fancy figured patterns. 
Choice of entire lot tomorrow 


I* 


at yd 
lOc 


might lead to peace, and that the 
peace will lead to prosperity." 


The plan 
which 
the 
American 


representatives 
propose 
and 
on 


•which we must insist, has been for- 
mulated solely, with that end 
in 
view." 


The insistence referred to in the 


Ameiican memorandum was taken 
to mean that at tomorrow's confer- 
ence the United States would reiter- 
ate its purpose of accepting only a 
constitutionalist and that unless the 
•Huerta delegates 
accepted, 
media- 


tion would come to an end. 


But for the presence of American 


troops at Vera Cruz, ,it is believed 
the American government might re- 
sume its attitude of passive obser- 
vation. 
VILLA LEAVES 


TORREON FOR 


FRONT TODAY 


characterized the situation at Niag- 
ara Falls as "extremely 
delicate," 


yet-hope continued for the success of 
mediation. 


BITE LOW IS REFLOATED. 


[ASSOCIATED PRESS TELEGRAM! 


Weymouth, England, June 19 — 


Efforts made by tugs this morning 
succeeded in refloating the steam- 
ship Bnelow belonging to the China 
line of the 
North German 
Lloyd 


which went 
ashore 
yesterday 
in 


Blacknor Bay while on a voyage from 
Yokohama to Hamburg. 
Her pass- 


engers 
and baggage 
were 
taken 


ashore last night. 


TUBERCULOSIS 


In addition to plenty of fresh air 
and proper diet, those suffering from 
or who are predisposed to Tuberculo- 
sis are recommended to use Eckman's 
Alterative to stop night sweats, banish 
fever and hasten recovery. This modi* 
cine, by reason of Its successful use dor* 
Ing the past, warrants the fullest Invet- 
" atlon possible by every sufferer, 
ickman's Alterative Is most efflca» 
dons in bronchial catarrh and severr 
throat and lung affections, and In up- 
building the system. It contains no 
narcotics, nor harmful or habit-form- 
ing drugs. Accept no substitutes. Sold 
by leading druggists. 
Write to the 


Ecfanan Laboratory. Philadelphia, ~ 
fox booklet \tjlfng w 


[ASSOCIATED PRESS TELEGRAM! 


El Paso, Texas, June 19 —General 


Villa will leave Torreon today for 
the 
front abo- o Zacatecas. 
Thus 


will begin the peculiar arrangement 
between him and General Carranza, 
which will allow Villa full command 
of the zone in which he dominates 
and of any further territory which he 
can take to the south. No announce- 
ment has been made concerning the 
status of General Natera, appointed 
by "General Carranza as head of the 
central zone which Villa by his in- 
sistence has taken over. 


The general plan of the campaign 


now is along the lines drawn up be- 
fore Carranza put Natera in com- 
mand of the new zone. 
\ 


Villa, 
who has taken 
Juarez, 


Ojinaga, 
Chihuahua City, Gomez 


Palacio, Torren and San- Pedro, in 
northern Mexico, all within the last 
few months, will now have a clear 
road to the national capital so far as 
Carranza is concerned, according to 
the arrangement which was made af- 
ter Villa had tendered his resigna- 
tion. 


Villa's zone roughly, will include 


Chihuahua and 
western 
Coahuila, 


which his troops already have taken, 
and 
any 
territory 
directly south 


which he can capture. 


Irish Table Damask 49c. 


Seventy-two inches wide, Irish table damask, in a heavy qual- 


ity—various patterns in 2, 2% and 3 yard lengths, 75c values 
at yd 
; 
49c 


Women's Corset Covers at 35c 


Several dozen of'women's 
fine soft muslin corset covers in 


both lace and embroidery trimmed styles, splendid 50c values 
Tomorrow at 
' 35c 


Muslin Drawers at 50c. 


Also of real fine cambric, 
imported 
embroidery 
trimmed 


open and closed styles, G5c values, for Saturday 
soc 


Stylish Crepe Gowns at 56c. 


Pretty white crepe gowns, in slip-over styles, short sleeves 


lace trimmed. Regular 75c values, at 
5flc 


Corset Covers at 15c. 


Twenty-five dozen of women's fine 


muslin, lace and "ribbon-run trim- 
med corset covers; 
various styles, 


25c values, at 
150 


Women's Milanese 
Silk Gloves at 87c 


Pure white silk 
gloves, 
double 


tipped, the 
Wear-Right 
kind, 16 


button lengths) all sizes, $1 kind, 
at pair 
»7c 


Children's Stockings at lOc 


Children's fine-ribbed black stock- 


ings, treble knee, all sizes, extraor- 
dinary values at, pair 
lOc 


Misses' Vests at lOc 


Pure white, 
fine ribbed vests, 


sleeveless, silk tape trimmed, extra- 
ordinary values at, garment . . . lOc 


/VFlA/flf?/<. OHIO 


The Store Thai Serves You Best. 
Eaat^Ide of the Square. 


THE SICK 


** 
i- 
. 
* 


Great Rug, Matting and Curtain 


Values For Saturday's 


Selling 


$22.50 SEAMLESS BRUSSEL RUGS AT $17.89. 


These rugs are in an extra large size. 
They are 10 ft G in 


wide, 13 ft. 6 in. long. They are woven in one solid piece, no* seams 
different colors and designs. Regular $22.50 values 
Saturday 
................................... 
.' ...... 
*17.89 


PORCH SHADES AT $8.75. 
. ,. T1?ese are the absolutely fast colored shades, have the 7-8 
inch wide slat, come in .green and brown colors, 5 ft wide 8 ft 
long. Complete with cord and pulleys, at ____ - . ' . . . " . . / . $3.75 


$8.50 MATTING RUGS AT $2.39. 


These beautiful Japanese matting rugs are 9x12 ft in sire 


assorted patterns and colors— for Saturday, only ..... ., , . $2.30 
59C MATTING RUGS AT 39c. 


These rugs are 36 inches wide and 72 inches long finfe Janan- 


ese straw, elegant for bed room use, 59c values— for Saturday a»c 
25c CURTAIN EXAMINES, YD., 18c. 


Mrs. Walter E. Little was removed 


from the City Hospital to her home 
in the ambulance of Bazler & Brad- 
ley.' 


WAXIT 25c. 
- - •- 


' Waxit makes the world brighter— use It on furniture hard- 


wood floors and leather—the ideal polish. Try a^ bottle 'at .. . . Ssc 


Mrs. O: C. Parill, who has -been in 


the City Hospital for treatment, was 
removed in Bazler & Bradley's am- 
bulance to her home, 319 Hudson I 
avenue. 
" 
J 


/VA U//1/7A . OH/0 


'i^^^^ 


